WIRELESS 
ENGINEER 


AUGUST 1949 


Vol. XXVI 


No. 311 


Alexander S. Popov 


N our Editorial of January 1948, we referred 
to the Popov memorial number of Elec- 
irtichestvo published in Russia in 1925. It was 

published in both Russian and French, and in 
order that there should be no question of mis- 
translation, we gave several quotations in the 
original French. Among these was the state- 
ment which, according to his colleague Professor 
Lébédinsky, Popov made aíter visiting wireless 
stations in France and Germany in 1899 ; viz., 
'nous n'étions pas beaucoup en retard sur les 
autres. V. L. Rastorgoueff has drawn our 
attention to the fact that this is not strictlv in 
agreement with the Russian account of what he 
said. This sentence by itself gives the impression 
that Popov was referring to something in the 
past, whereas the Russian statement refers to 
the present. Mr. Rastorgouetf, who has gone 
to considerable trouble in the matter, finds that 
the statement was made in a letter written by 
Popov from Paris to his assistant Rybkin, who 
quoted it in an article published in Igrg. Mr. 
Kastorgoueff gives the following translation of 
the quotation : ‘I have seen and learnt all that 
was possible. I have spoken to Slaby, seen his 
apparatus, and visited Blondel at the station in 
Boulogne. In a word, I have learnt all that was 
possible and I see that we have not fallen much 
behind the others. This is supported by the 
fact that Lébédinsky in another part of his 
article says, ' Nous pouvons répéter encore ses 
paroles: ‘“ Nous ne sommes pas restés trop en 
arriére”? It is also supported by the wording, 
' En 1899, ayant visité les premières installations, 
radiotélégraphiques d'Allemagne et de France, 
Popov en tira la conclusion “ Que nous n'étion 
pas. beaucoup en retard sur les autres ". We 
suspect that the quotation marks are here out of 
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place and that this is Lébédinksy’s account of 
of what Popov said and not a reproduction of 
his actual words. 

There appears to be no doubt that Popov's 
remark referred to the state of alfairs at the 
time of his visit and not in any way to any 
priority of invention three or four years before. 


A Confusion of Dates 


In the Soviet News ot March 17 there is a 
reference to the goth anniversary of the birth 
of Popov and to an interview with Professor 
Shatelen who as a third year University student 
in 1887 accompanied Popov on a solar-eclipse 
expedition. He is reported to have said, ‘In 
the spring of 1895 Popov demonstrated his re- 
markable atmospheric discharge recorder at a 
sitting of the Russian Physical Chernical Society 
at St. Petersburg University. I was present 
at this historic sitting when a telegram was trans- 
mitted by wireless telegraph for the first time 
in the world.” This is not a quotation from 
Professor Shatelen but a reviewer's report, 
worded so as to give quite a false impression, 
by confusing two occasions. Popov certainly 
demonstrated his atmospheric apparatus in 
May 1895; in September 1895, he replaced the 
lightning flash recorder by a Morse inker and in 
March 1896, he demonstrated the transmission 
of the words ' Heinrich Hertz' from another 
part of the University about 250 metres away. 
This was the historic sitting referred to and it was 
in the spring of 1896 and not 1895. It was in 
February 1596, that Marconi came from Italy 
to London in order to take out his patent. 


J. B. Thorniton’s Letter 
In our April issue we published a letter by 
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J. B. Thornton of Australia containing some 
criticism of our Editorial of January 1948, 
but written, we suspect, without any knowledge 
of the subsequent Editorial of May 1948. If 
he turns to this second Editorial he will find that 
we went to great trouble to fix definitely the 
details and dates of the various steps in Popov’s 
experiments and publications. We expressed 
our indebtedness to V. L. Rastorgoueff for 
supplying us with translations from Russian 
documents which threw considerable light on the 
subject. We feel sure that if he studies this 
second Editorial he will find that every effort 
was made to answer the very questions that he 
now raises. He will also see the reasons for the 
doubts and uncertainties in connection with 
Popov's contributions to the subject. 

We can quite understand that Bailey and 
Landecker, writing in Australia, were at a 
disadvantage because of the difficulty of con- 
sulting Russian publications of fifty vears ago. 
We do not doubt for a moment that their Paper 
was the result of carcful study of the available 
information, but we still think it possible that 
Prolessor Ashby, who is a botanist, ' ay have 
been unwittingly misled by it.’ There is one 
statement made by Ashby which we quoted in 
the January Editorial, to which we feel that some 
further reference should be made. It is, ‘If 
he did in fact transmit and receive Hertzian 
waves over a distance of five kilometres, and 
publish that fact in January 1896, then it can 
be claimed that he used Hertzian waves to 
transmit a message before Marconi lodged his 
patent application.’ 

Now although it has nothing to do with the 
transmission and reception of Hertzian waves 
over a distance of five kilometres, or with any- 
thing published in January 1896, we showed 
in the May Editorial that there is fairly con- 
clusive evidence that something did occur to 
justify the statement that he used Hertzian 
waves to transmit a message before Marconi 
lodged his patent application. Although Marconi 
came to England in February 1896, with the 
object of applying for a patent, the application 
was not lodged until June, and it was in March 
that Popov is reported to have transmitted the 
words ' Heinrich Hertz' from one part of the 
University to another, a distance of 250 metres, 
and recorded them on a Morse inker. Although 
the recording of distant lightning flashes or 
electric sparks can hardly be described as trans- 
mitting a message or even radio-communication, 
the transmission and recording of the words, 
‘Heinrich Hertz’ certainly can. As we pointed 
out in the May Editorial, Popov's assistant, 
Rvbkin, in a booklet on the subject, says that 
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Popov was warned by the Naval authorities 
not to publish details of the experiment, and no 
mention is made of it in a long letter that he 
wrote to Ducrétet in 1897 describing his experi- 
ments. This is all the more surprising because 
Marconi's experiments and patent were then 
known. It is strange things like this that have 
made it so difficult to determine with certainty 
the dates and details of his experimental demon- 
strations. 

There is an important point, however, that 
the advocates of Popov are apt to ignore, and 
that is, that a month before the transmission of 
‘Heinrich Hertz’ over a distance of 250 metres, 
Marconi had brought his experiments in Italy 
to the stage where he felt justified in coming to 
England and taking out a patent. 

We agree with the definition of radio-com- 
munication as ‘the process (or method) of 
communicating intelligence at a distance by 
means of free Hertzian waves.’ but if the recep- 
tion of a lightning flash or spark is to be regarded 
as communicating intelligence—as it may be 
from one point of view—then the claim for 
Popov as against Marconi is very much 
strengthened on the ground of prior publication, 
but at the same time a number of other candidates 
enter the field. The reception of sparks by 
means oí free Hertzian waves had been carried 
out by many experimenters since Hertz’s pub- 
lication in 1888, but perhaps the words ‘at a 
distance’ would be said to rule them out. We 
doubt, however, whether the ordinary individual 
would regard a lightning flash or a spark as the 
communication of intelligence or the transmission 
of a message. The transmission and reception 
of a spark —a simulated lightning flash—could, 
however, be a pre-arranged signal that some- 
thing had occurred or was about to occur, and 
would then be correctly described as com- 
municated intelligence or a message in a pre- 
arranged code. From this point of view our 
remark in the January Editorial that 'to say 
that Popov has a prior claim over Marconi as 
an inventor of radio-communication is to show 
no conception of what constitutes radio-com- 
munication ' was certainly unjustified ; we were 
using the term radio-communication in the more 
gencrally accepted sense. 

As we said of Popov in the first Editorial, 
‘one must honour his memory as that of a 
Russian scientist who did brilliant experimental 
work in connection with Hertzian waves,' but 
whether ‘he would be the first to disclaim pre- 
cedence over Marconi as the inventor of radio 
communication ' as we said, would depend on 
his interpretation of ' radio-communication.’ 

G. W.O. H. 


WIRELESS ENGINEER, AUGUST 1949 


CAR - IGNITION 


INTERFERENCE 


By W. Nethercot, M.A., B.Sc., F.Inst.P. 


(British Electrical and Allied Industries Research Association) 


1. Introduction 


T is well known that ignition interference to 
radio reception can be severe and widespread 
in the short-wave bands and, in particular, 

to the television service. Its characteristics 
and its effect on receiving equipment have been 
studied extensively at frequencies up to 100 Mc/s 
and satisfactory methods of suppression have 
been developed.?? 

At one time it was thought that the strength 
of ignition interference decreased progressively 
with increase of frequency above 100 Mc/s. 
Recent measurements have shown, however, 
that although it varies considerably over relative- 
ly narrow frequency bands, the average level 
remains substantially constant up to 650 Mc/s, 
which is the highest frequency at which measure- 
ments have been made, at least so far as the author 
is aware.*4 

l:aglesfield has put forward a theory to explain 
the fact that the frequency spectrum of ignition 
interference is extremely wide and without 
gaps. He finds the radiated field to be an 
impulse, short compared with the period of 
the carrier frequency up to frequencies of hundreds 
of Mc/s. In the author’s opinion, however, there 
are serious objections to Eaglesfield’s over- 
simplified treatment of the problem. Further- 
more, some of the implications are at variance 
with experimental observation. An alternative 
theory is presented in this paper which is in at 
least qualitative agreement with experimental 
lact. 


2. The Ignition Circuit 
(2.1) The Spark Current : 


Basically the ignition circuit is as shown in 
Fig. r. L is the inductance of the h.t. winding 
of the coil or magneto and C, is its self-capaci- 
tance. /, and }, are the cables joining the coil 
to the distributor and the distributor to the 
sparking plug. ¿į is, of course, absent for 
magnetos with integral distributors. G, is the 
distributor gap and G, the sparking-plug gap. 
C, is the self-capacitance of the sparking plug. 
The capacitance associated with the distributor 
gap Is not shown. 

The circuit is shock excited by the breakdown 
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of the gaps G, and Gy. G, breaks down at about 
3 kV and G, between about 3 and 12 kV, 
depending on engine conditions. When the 
sparking-plug gap breaks down, the energy 
stored in the capacitances and the h.t. cables, 
all of which are charged to the breakdown voltage 
ol the plug gap, is rapidly dissipated giving 
rise to the so-called capacitance component of 
the ignition spark. A succession of such dis- 
charges may occur, due to current chopping, 
before the final inductive or flame discharge 
occurs. The latter makes no contribution to 
the radio interference, except possibly at the 
lowest frequencies, and so can be neglected. 


Fig. i. Basic circuit of 
ignition system. 


Referring to Fig. r, it is seen that the ignition 
circuit, disregarding for the moment the dis- 
tributor gap and the self-capacitance of the 
sparking plug, reduces essentially to a trans- 
mission line terminated by a capacitor at one 
end and a gap at the other with the engine 
block as an ‘earth’ plane. In many engines 
the h.t. cables run more or less parallel to the 
engine block and so, neglecting resistance and 
conductance, the line may be considered to have 
a surge impedance Z = «l/c where / is the 
inductance and c the capacitance per unit 
length of line. 

For a conductor parallel to an earth plane 
and whose distance from it is large compared 
to its diameter : 


l = (2 log, (2h/r)} 10 ? henry per cm 
and 
c = 1/{18 log, (2h/r)} ro |! farad per cm 
where %4 is the distance of the conductor from 
the earth plane and 7v is its radius. 
Hence Z = 60 log, (2h/r) ohms  .. EMT) 


As the h.t. cables do not run truly parallel 
to the engine block their surge impedances are 
not constant. However, from equation (1) 
it is clear that 5 can be varied considerably 
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without causing much change in Z and so it is 
reasonable to consider Z as constant. 

Now when the plug gap breaks down, current 
flows into it from the charged cable, each element 
of which contributes its share, starting from 
the plug end. In other words, a travelling wave 
is set up in the cable which moves from the 
plug towards the coil. The effect of the break- 
down of the plug gap, assuming this to occur 
instantaneously, can be simulated mathematically 
by injecting a voltage — El across the gap, 
where E is the breakdown value and 1 is the 
Heaviside step operator. This sends a current 
wave of magnitude — E/Z down the cable as 
shown in Fig. 2 (a). When the wave reaches 
point B it is reflected back along the cable, the 
reflection operator being— 

1/pC, —Z 20. 
r/pC, + + 
where « = 1/(ZC)). 

At A it undergoes 
another reflection, 
the reflection opera- 
tor in this case being 
unity. Successive re- 
flections occur at the 
terminations B and 
A and produce a 
current through the 
gap which is the sum 
of all the incident and 
reflected waves at A. 
This is shown by the 
lattice diagram in 
Fig. 2(b). T is the 
time for the wave to 
travel along the cable 
and back and is equal 


Fig. 2. Reflection of Si Ts 
waves along the 
ignition cable. 


(5) 


to 2x/u where x is the length of the cable and : 
is the velocity of light. 
The gap current is therefore : 
I=1i +24 (t— T) at, (£ — 2T) -F.... 
d or nD v »* YES 
where 2 is the initial current at gap breakdown 
and (£— ^T) denotes that the function starts 
at time / — 4T, counting from the instant of 
gap breakdown. 


Now. 
i, ={t — 20/(p + à) 3, 
te = {1 — 2% / (P + a)} t, 
ae ae o e 06 e A) 


Writing 2 x/(P + «) = B, ta becomes— 


n(n n(n — x) (n—2) 


lj 
[1-8 2 B? ^ B+.. 
z (5) 
It can be shown that :— 
{r — 2a] (pta l=z2 e-UsT + at 
oe o 3t a 1 te H | 
2! 3! Epo g (6) 


Since 7 EjZ the gap current can be 
computed from Equations (3), (5) and (6) if 
the breakdown voltage of the gap and the para- 
meters of the ignition system are known. Reason- 
able values to assume for the length of cable 
between the coil and sparking plug and its average 
distance from the engine block are 20in and 
3in respectivelv. The diameter of the cable 
conductor is approximately o.o4in. These give 
Z = 300 ohms and T = 3 x Io ? sec. The self- 
capacitance of the coil is of the order of 50 pF. 

Fig. 3(a) shows the current through the plug 
gap, using the above values and taking the 
breakdown voltage as 5 kV. The calculation 
becomes laborious after the frst few reflections 
and so it has been taken onlv to the first current 
zero. It is seen that the current consists of a 
series of abrupt steps but that the envelope is 
oscillatory with a frequency of approximately 
30 Mc/s. The current at the first maximum 
is 75 amperes. 

The effect of shortening the h.t. cable is to 
reduce the time interval between the steps, 
increase the peak value of the current and increase 
the oscillation frequency of the envelope. 

Fig. 3(b) shows the current when the length 
of the cable is reduced to roin. Here the peak 
current is approximately roo amperes, and the 
oscillation frequency about 40 Mc/s. 

A reduction in the surge impedance of the cable 
has the effect of increasing both the peak current 
and the oscillation. frequency as is shown in 
Fig. 3(c) which is for a cable 20-in long and surge 
impedance of 100 ohms. As mentioned before, 
however, the distance between the cable and the 
engine block has to be varied considerably before 
much change occurs ; for example, if it is reduced 
to 0.5in the surge impedance is reduced only to 
200 ohms ; conversely increasing it to 6in raises 
the surge impedance only to 350 ohms. The 
disposition and the lengths of the ignition cables 
in motor vehicles are such that an oscillation 
frequency of the current envelope of 30 to 50 Mc/s 
may be expected. The peak current is a function 
also of the breakdown voltage of the sparking 
plug and so will varv widely; values up to 
300 amperes are possible. 
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It is interesting to note that the peak current 
as recorded oscillographically by the author? on 
an ignition system whose parameters fall within 
the range considered above is of the same order 
as predicted by the theory. 

So far no account has been taken of the atten- 
uation of the waves along the cable. A reasonable 
assumption is to put the attenuation factor 
equal to e-” where y is a constant. This results 
in the attenuation of the envelope in approx- 
imately the same way. 

It 1s clearly impossible for an oscillograph with 
time sweeps of the order of a microsecond to 
resolve the individual steps in the current wave. 
What is recorded is the peaky oscillatory envelope. 


100r 


75 


50r 


25r 


GAP CURRENT (A) 


ac = 10 IN 
Z = 3000 


0. —3À 


Also most motor vehicles have multi-cylinder 
engines in which the individual h.t. ignition 
cables are not all equal in length. Other factors 
not considered in the simplified treatment, such 
as the screening effect of the vehicle body, have 
also to be taken into account. The latter effect 
is not amenable to calculation and so it seems 
unprofitable to attempt a quantitative correla- 
tion between theoretically derived values of the 
radiation intensity and measurements made 
with interference-measuring equipment. 

However the theory is in at least qualitative 
agreement with experimental observation as 
regards the frequency distribution of the radia- 
tion and in quantitative agreement as regards 
the magnitude and form 
of the current through 
the sparking plug at gap 
break-down. 

The upper limit of the 
frequency spectrum of the 
| radiation is determined 
by the rate at which the 
sparking plug and dis- 
tributor gaps become 
conducting. Theoretical 
considerations indicate 
that this should take 
place in a very short time, 


X = 20IN 
Z 71000 


50} 


2 4 6 8 10 12 14 lexi” M 2 4 


TIME(SEC) 


6 8 10x10" 
TIME (SEC) 


25- 25- 


(a) (b) 


2.2) Radiation from the Spark Current : 


The radiation field from a current of the form 
shown in Fig. 3 is much more complex than 
Eaglesfield's simple pulse, as is also its effect 
on a bandpass receiver*. However, it is clear 
that the radiation will have a continuous fre- 
quencv spectrum although its intensity will not 
be independent of the frequency. Peaks should 
occur at the envelope frequency, which has been 
shown to be in the region of 30-50 Mc/s, and also 
at the frequency corresponding to the time 
interval between successive steps in the current 
wave. For a cable 20-in long this time interval 
is 3 X I0 ? second so that the frequency is 
approximately 300 Mc/s. 

The above treatment neglects the etíect of the 
distributor gap. When this breaks down travel- 
ling waves emanate from it towards the coil 
and the sparking plug. These produce currents 
with different step intervals and envelope fre- 
quenciesand socomplicate the radiation spectrum. 
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0 


» probably of the order of 
Io *second. The collapse 
of voltage at breakdown 
is too rapid for accurate 


TIME(SEC) 


Fig. 3 Current through 


(c) the sparking-plug gap. 


measurement, even with a high-speed oscillo 
graph. Some tests made by the author on the 
breakdown under impulse voltages of a 1-mm 
gap (which is of the same order as a sparking- 
plug gap) have shown the time to be certainly 
less than 4 x 1o ? second. 


3. Effect of Suppression Resistors 
(3.1) Single Resistor in the Coil-Distributor Cable 


A single resistor inserted in the coil-distributor 
cable is the simplest method of suppressing 
ignition interference. It is fitted at the distributor 
end of the cable but for the present argument 
it is assumed to be at the coil. Then from lig. 
2(a), neglecting the distributor gap, the reflection 
operator at the cable end remote from the spark- 
ing plug becomes- 


loca d rm) 


i (7 

1+ pC, (R + Z) 

where R is the value of the resistor. Since 
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R is usually not less than 5,000 ohms, RS Z 
and (7) becomes simply — r. This approxima- 
tion is valid for low values of ¢. Fig. 4 shows the 
gap current for a cable 20-in long and 300-ohms 
surge impedance. The 30-50 Mc/s oscillation 
has disappeared and the current consists of a 
succession of square-topped pulses of alternating 
polarity. Although the magnitude of the peak 
current is reduced, that of the steps remains 
unaltered. This will produce continuous radia- 
tion over a wide frequency band, but some 
change in the intensitv-frequencv character- 
istic from that given without resistance is to be 
expected in view of the change in shape of the 
current wave. The disappearance of the oscilla- 
torv envelope suggests that the intensitv of the 
radiation at 30-50 Mc/s will be reduced. This is 
what actually happens; extensive measur- 
ments have shown the single resistor to be often 
quite effective in suppressing ignition inter- 
lerence at frequencies up to that of television. 
Above this its efficiency falls off rapidly and it is 


usually completely ineffective at frequencies 
above 80-100 Mc/s. 
25k 

^ | 

< 

Ted 

E 0 

& 

E 

e 

OE 4 8 — 872-735 35x17 

TIME (SEC) 


Fig. 4. Dffect of resistor in the coil-distributor cable 
on the current through the sparking-plug gap. 


The energy stored in the h.t. cable is much less 
than in the self-capacitance of the coil and so 
attenuation will cause the current waves in the 
cable to damp out quickly and leave the low- 
current, comparatively long time discharge of the 
coil self-capacitance through the suppression 
resistor. Thus the gap current, once the waves 
along the cable have died out, becomes 


e tire 


3.2 Resistor at the Sparking-Plug End of the H.T. 
Cable. 

In the case of a resistor inserted at the sparking- 
plug end of the h.t. cable the magnitude of the 
initial current wave along the cable is EZ (R + Z). 
^s Ris large compared with Z the initial current 
is small and so, therefore, are the amplitudes of 
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the successive reflected waves. This means that 
the intensitv of the radiation is reduced at all 
frequencies. The larger A becomes the smaller 
is the current and so theoretically the intensity 
of the radiation should decrease progressively 
with increase of X. 

The current waves generated by the break- 
down of the distributor gap can be reduced bv 
inserting resistors at the distributor ends of the 
coil-distributor and distributor-sparking plug 
cables. This is why resistors have to be inserted 
at the distributor terminals as well as at the 
sparking plugs in order to obtain maximum 
suppression of ignition interference. 


4. The Residual Spark-gap Radiation 

It has been established experimentally that 
ignition interference decreases progressively with 
increase of resistance only up to a value of about 
25,000 ohms, whereas the theory outlined above 
predicts a continuous decrease. However, the 
radiation from the spark gaps themselves has to 
be taken into account. 

The self-capacitances of the electrode assemblics 
of the gap, although small, are not entirely negli- 
gible and they are charged to a high voltage. 
The very rapid collapse of voltage at breakdown 
is accompanied bv high current discharges in the 
localized gap circuits and it is suggested that the 
radiation resulting from these currents is respon- 
sible for the fact that there is a limit to the sup- 
pression which can be obtained with resistors. 

There is evidence to confirm this view for tests 
have shown that a further substantial reduction 
of the radiation can often be obtained by enclosing 
the distributor in a screening can after the maxi- 
mum suppression has been obtained with re- 
sistors. 


5. Conclusions 


The wideband continuous radiation from the 
ignition circuit is due to travelling waves set up 
in the h.t. cables when the distributor and spark- 
ing-plug gaps break down. The current through 
the sparking-plug gap consists of a series of verv 
steep fronted steps, the intervals betwecn which 
are determined by the time the waves take to 
travel twice the length of the h.t. cables. The 
envelope of these current steps is oscillatory and 
its frequency lies between 30 and 50 Mc s. 

The theory is in at least qualitative agreement 
with experimental fact and there is satisfactory 
quantitative agreement between the theoretical 
and experimentally measured values of the 
Spark current. 

Resistors at the sparking-plug and distributor 
terminals should give suppression over the whole 
frequency band but a single resistor in the coil- 
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distributor cable is effective only at frequencies 
up to about the television region. 

Remanent interference comes from the local 
circuits in the sparking plugs and distributor 
and normally requires screening for its suppres- 
sion. 


6. Acknowledgment 


The author wishes to thank the Director of the 
British Electrical and Allied Industries Research 
Association for permission to publish this paper. 


REFERENCES 


L A. J. Gill and S. Whitehead, ^ Electrical Interference with Kadio 
Reception," J. Instn elect. Engrs, Vol. 83, p. 345, September 193%. 


2 W., Nethercot, “ Radio Interference from the Ignition Systeins of 
Motor Vehicles," Wireless World, October and December 1947. 


3 R. W. George, © Field-Strength ot Motor-Car Ignition between. 40 
and 450 Megacycles.” Proc. Fnsi. Radio Engrs, September 1940. 

1B. G. Pressey and G. E. Ashwell, * Radiation from Car Ignition 
Systems,” Wireless Engineer, January 1949, Vol. 26. 

^ €. C. Eagleshcld, “ Motor-Car Interference,” 
October 1946, Vol. 23. 


9 S, Whitehead, " The Transient Response of Idealised Networks 
applied to Interference and Discharge Measurements.” E.R.A. Report 
Ref. M Tso. 


Wireless Engineer, 


MEASUREMENT OF MICROWAVE- 
TRANSMISSION EFFICIENCY 


Bv A. L. Cullen, B.Sc., A.C.G.L 


SUMMARY.— lhe transmission elliciencv of any transmission device is defined as the ratio (power 
out)/(power in) when the device is inserted in an otherwise matched transmission svstem. It is shown 
that if the retlection cocfücient for waves incident on the normal output end of the device, with the input 
end closed by a movable short-circuiting plunger, is plotted in the complex plane lor several positions 
of the plunger, the points so obtained will lie on a circle the radius of which is equal to the transmission 


efficiency as denned above 


1. Introduction 


NE of the most important characteristics of 
any transmission device is its transmission 
efficiency, delined as above under normal 

operating conditions, or as the ratio of the powers 
supplied to the load of an otherwise matched 
system with and without the device inserted. 
It may be measured directly if two power indi- 
cators of known relative sensitivity are available, 
but this method is not always convenient, 
particularly if a band of frequencies is to be 
covered, for then tlie power indicators must be 
calibrated over the whole band. This difficulty 
does not arise with the present method. 


2. Transmission Efficiency 

As far as external characteristics are concerned 
any device inserted in a waveguide-transmission 
system can be completely specified by three 
complex quantities, which may conveniently 
be two reflection coefficients and a transmission 
coefficient. (The reciprocity theorem shows that 
only one transmission coellicient is needed, but 
in general the reflection coefficient will depend 
on the direction of the incident wave, and two 
reflection coefficients will be required.) 

Referring to Fig. r, if a wave E, is incident 
on end r of the device, the reflected ticld will be 
E, — p,E,^, and the transmitted field at end 
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2 will be E, — zE, , a pure travelling wave.* 

If for simplicity, we assume that the incident 
wave carries unit power, the power in the reflected 
wave will be |p,|*, so that the net power input is 
r — |p,|2, and the power output is |7|*. 


OSCILLATOR 


Fig. 1. Reflection and transmission coefficients. 
Denoting the transmission efficiency in 

direction 1 — 2 by 7, we have: 

PD 


7 


a 7 zer 
I |p| 

Similarly, the transmission efficiency 72 in 
the direction 2 — 1 is given by: 


——]1 .. TE a ee (2) 


Thus if the magnitudes of the reflection and 
transmission coefficients are known, the trans- 
mission efficiencies can be found. We shall now 
consider the possibility of finding these quantities 
from the results of measurements of the modified 
reflection coefficients p,' and p,' when ends 2 


*The input and output waveguides need not be identical, provided that 
E is normalized in such a way that incident power varies as |Ei? with 
the same constant of proportionality in both guides. 
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and 1 respectively are terminated by a movable 
short-circuiting plunger in place of the matched 
load. 


3. Calculation of 
Cocfficient 
We shall first calculate the modified reflection 


coefficient pg’ at end 2 of the device with a short- 
circuiting plunger connected to end 1. 


Modified Reflection 


OSCILLATOR 
~ 


lrrangeiment for measurement of modified 
reflection coefficient p's. 


Referring to Fig. 2, let the plunger be situated 
at Q, distant x from end 1, and let P, distant 4 
from end 2, be any point on the oscillator side 
of the device. If the field at P can be expressed 
in terms of d, x remaining constant, the effective 
reflection coefficient for that particular value of 
x can be found from the resulting formula. We 
shall calculate the ticld at P by use of the super- 
position theorem in the following way. Let us 
first imagine the plunger to be replaced by a 
non-rellecting termination and consider fields 
at P and Q resulting from a wave incident on 
end 2 from the right, whose value at d — o is 


E, . If these are denoted by E, and E, res- 
pectivelv, then clearly : 
E, — E, (e J8* + ge j84) 
and E, — :E,' e JP at i (3) 
Now interchange the oscillator and non- 


reflecting termination and consider the effect of 
a wave, incident on end x from the left, whose 
value at v — o is E,'. The fields E," and E,” 
under these conditions are given by : 


dor zE, e JBd | 


BS Ep (eie pee s+ + (a) 


It follows from the superposition theorem 
that any linear combination of equations (3) 
and (4) is also a possible solution, and in particular 
the sum is a solution, and represents a standing- 
wave pattern of the desired character. Accord- 
ingly, if E, and E, denote the total fields at 


P and Q respectively with the plunger at Q we ' 


can write : 
E, = Ey +E | 0 0 0 0 i5 
E, Bo ES 3 
—and we must then arrange that E, = o. 
Substituting from (3) and (4) in the second equa- 
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tion (5), this condition gives the following relation 
between Æ, and £, 

E, - TE" [(e?8* + py) 5s e (6) 

Substituting this value of E,' in equation (4) 

we got : 

E, cA Rau JP deret epe gu 
—and combining this result with the expression 
for £,’ given in equation (3) we see that the total 
held E, at the point P as given in equation 
(5) becomes : 
E, = Eg [e JA + pee JPI — re 8d (oj2BY +. p.) 


i 


, 


This expression may be rewritten in the form : 
E, = E,* [e i84 + p,' e jPa 


—where 

Pz = py — T*[(ef?P* + pj) Z TOV 
and this modified equation clearly exhibits the 
total held at P in termsof theincident and reflected 
components, the effective reflection coetficient 
being given bv equation (7) for any position x 
of the plunger. We note that pg’ may be regarded 
as a bilinear transformation of &e/??*, and as this 
quantity describes a circle in the complex plane 
as x varies, it follows, by a well-known property 
of such transformations, that ps’ also describes a 
circle as x varies. 


4. Circle of Modified Reflection Coefficient 


In the first place, let us rewrite equation (7) 
thus : 
I odes. 2n 


€— s 5 


pa P» ite i (7a) 


I ; 
;——- in the complex plane is 
P2 Pe 


clearly a circle of radius 


The locus of 


I? ; 
| and with centre 
m 


at £ Y 


7 


If pə is determined by a subsidiary 


experiment with a matched load in place of the 
plunger, and p,' measured as described above, 
this procedure would make it possible to deter- 
mine |r| and |p,|, and the phase angle between 
p,and *. If p, is also determined by a subsidiary 
experiment, the phase angle of 7 can be found, 
so that all three quantities, py, p,, and 7, are 
completely determined, with some additional 
information which may be useful as a check on 
the accuracy of the experimental results. 
However, the calculation of 1 (oy! — ps) for each 
experimental point is wasteful of time and it is 
desirable to be able to make use ol the circular 
locus of p,’ directly. 

We therefore invert the circle of equatiou (7) 


D 


using the lollowing well-known theorem in com- 
plex algebra : 
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Ii w = 1/z, and z describes a circle of radius 
y with centre at x (y real, « complex) then :w 
describes a circle of radius e with centre at B 
where : 


t fiu ae 

lai? — y? 

roja g v eas) 
Pia AE 
: afal?—y? | 


Applying this result to (7a), it is seen that the 
locus of py’ — p, as x varies in a circle of radius 
c, and centre B, given by : 


93 
and 
\P d 
B, à 1 


Comparing (9) with (1) we see that the radius 
of this circle is precisely equal to the trans- 
mission efficiency 7, of the device, in the direction 
I—2, which it is required to find. It is sufficient 
to plot ps’ in the complex plane, for the constant 
pa will not affect the radius of the circle, but only 
the position of its centre. Similarly, plotting 
pi gives a circle of radius yp. 


(o) 


5. Experimental Verification 


In order to verify the theory, measurements 
were made at a wavelength of about ro cm in 
I-in X 3-in rectangular waveguide carrying the 
Hg, mode. The device measured consisted of a 
short length of the same size of waveguide with 
a I-in x 4$-in strip of wood about 6-in long, 
running diagonally across the broad face of the 
guide, and held in position by a 2 B.A. screw 
passing through a hole tapped in the centre 
of the broad face, and bearing on the -in edge 
of the wooden strip. A short length of 2 B.A. 
studding passing through a second tapped hole 
near one end of the guide penctrated into the 
guide sufficiently to ensure appreciable asym- 
metry of the device. The two ends of the device 
were arbitrarily designated r and 2, and end r 
was connected to a variable position short- 
circuiting plunger of the non-contact type, 
while end 2 was connected to the oscillator and 
a standing-wave indicator. The standing-wave 
ratio and position of the minimum of the standing- 
wave pattern were measured for various plunger 
settings, mostly in about 0.5-cm steps, with a few 
intermediate points where necessary. The modi- 
fied reflection coefficient p,' could be calculated 
from these results in the usual way. 


The experiment was then repeated with the 
waveguide reversed, giving pı’, the modified 
reflection coefficient of end r. Fig. 3 shows the 
experimental results, together with the best 
possible circles through the experimental points. 

The asymmetry of the device is exhibited very 
clearly by these results, which show that in the 
direction 1—2 the transmission efficiency 7, 
is 0.316, whilst in the direction 2-»r the trans- 
mission efficiency 5, is 0.413. 


+ 04 —T - 


rellection- 


Experimentally-deterimined 
coefficient loci 


Bigs, 9336 


As a check on the theory we note from (9) 

that 
|r|? = es(z — Je1l*) m — lei) 

Similarly, |r|? = yo(I — |p|?) and these two 
values of |7| should agree. A separate measure- 
ment of |p,| and |ps| with plunger replaced 
by a well-matched load gave |p,| — 0.539 and 
pa| = 9.572. Substituting these figures in the 
above expressions for |r| we get |r|? = 0.275, 
and |r|? — 0:278 respectively in the two cases, 
which provides excellent confirmation of the 
theory. 


6. Conclusion 

A method of measuring transmission efficiency 
at microwave frequencies has been described, 
and shown by experiment to be capable of giving 
results of a high order of accuracy. 
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REFLECTION 


CANCELLATION IN 


WAVEGUIDES 


Junctions of Uniform 
By L. 


Introduction 

TAPER is a part of a waveguide svstem 

where the cross-section varies in a uniform 

manner. It is commonly used to provide 
a smooth transition from waveguides of one 
size of cross-section to another. It can also be 
used to enlarge the mouth of a radiating wave- 
guide so as to provide a better termination, and 
also to control to some extent the radiation polar 
diagram. In order to be substantiallv reflection- 
free, the taper should be at least a half wave- 
length long, and the longer and more gradual 
it is, the better. At the join with the uniform 
waveguide, however, there will alwavs be a small 
reflection, and the taper may have to be in- 
conveniently long if this reflection is required 
to be verv small. These reflections show up 
particularly when two different waveguides are 
joined by a tapered section, and the frequency 
of the source is varied. If the far waveguide 
is matched, the input standing-wave ratio of 
the near waveguide will vary rapidly with 
frequency, the variations being the more rapid, 
and their amplitude the smaller, as the length 
of the taper increases. Minima of total reflection 
occur when the taper length is an even number 
of quarter wavelengths, and maxima of reflection 
when it is an odd number. It follows that for 
narrow bands, the reflection can be kept low 
by appropriately choosing the taper length, 
but not so for broad bands. Hence it is important 
to know how long a taper must be in order to 
reduce the reflections at the joins below a given 
value, and also to know in what way these 
reflections can be cancelled, thus permitting 
the use of a shorter taper than would otherwise 
have been required. Both these effects are 
investigated. 


Method of Analysis 


Three separate cases are investigated and 
are shown in Figs. 1, 2 and 3. In Fig. 1, the 
narrow side of a rectangular waveguide, of cross- 
section a X b, is flared from 6 to d in a taper of 
length L. The broad side, a, is constant. In 
Fig. 2, the broad side, a, is tapered to a width 


MS accepted by the Editor, June 1948 


and Tapered Sections 
Lewin 


D in a taper of length L, the narrow side being 
unchanged. In Lig. 3, the cross-section a b 
is tapered to D x d in a length L, it being sup- 
posed, for the time being, that the four tapered 
sides meet in a point, so that a/b = Djd. In 
cach case, a dominant waveguide mode, with a 
reflected mode at the taper, is assumed to exist 
in the uniform guide, while an outgoing wave is 
assumed to exist in the taper. This outgoing 
wave is chosen to be the dominant mode for 
the natural co-ordinate space of the taper under 
consideration ; i.e., cvlindrical co-ordinates for 
tapers 1 and 2, aud spherical co-ordinates for 
taper 3. The choice of only the dominant 
modes is permissible provided that the tapers 
are not too abrupt. In practice this means that 


ML UE ] 


7 E 
b ctn 
| 
See SOS A 
R, — — 
i | F 
| f 
| | 
e 
a | yw x re 
| i 
feng ete | | 4 
yt as 


Taper im narrow side of waveguid 


the angles of the tapers are assumed small, so 
that the distance R, from the virtual apex of 
the taper to the cross-section at the join, is 
substantially constant in any one plane parallel 
to the plane of the taper. It follows that the 
equiphase surface defined by the outgoing wave 
in the taper coincides substantially with that 
defined by the waveguide dominant mode at 
the position of the join. It only remains to choose 


WIRELESS ENGINEER, AUGUST 1949 


UN Fad at 


the various amplitudes appropriately in order 
to satisfy the boundary conditions, namely 
continuity of E and H at the join. These con- 
tinuity conditions, which should hold, strictly, 
all over the cross-section, will be applied at the 
centre only. (The effect of applying it at other 
points is to bring into account just that variation 
of R, over the cross-section discussed above, 
and for which higher-order modes would have to 
be introduced. This is avoided by limiting the 
treatment to those cases for which A, is sub- 
stantially constant over the cross-section ; i.e., 
to moderate tapers only). 


lig. 2. 
Taper in broad side of waveguide. 


-— = 
aan 0, | 
a KC -il- D 
| 
E 
p R, —>}« - £ = 
i cox ite Y d 
l pud T b 
ANPES a e 


Taper in Narrow Side 
Referring to Fig. 1, let dy be the semi-angle of 
cot ġo Ry being 


measured from the virtual apex to the join. 
Defining a reflection coefficient r, and a trans- 


the taper, so that DE 


mission coefficient ¢, we can write for region 
I (waveguide) aud region 2 (taper) 
,E, = cos z p FRx 4 pep | 
TZ ; k’ | () 
iH, = cos 3 lez petes ? | 
F 2T " 27 2T EAD 
with / = y ^ x ah Ja? 
Es = t cos z H, ® (&'R) | 
nz jk (2) 
oH, = I cos T Hm eR) | 
Let us equate ,E, = Eo and ,H, = H. at x —o 
gom Rey ? cot ho 
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: b 
This gives 1 + 7 = (H,'? CE cot bo) l 


I Y 
/ 


a AH) 
- jHys( k’ Pot T | 


H, (k 2 cot bo) 


b Y 
JH ES cot $o) 


b 
Since gis assumed small, A' - PEOR $, willin general 


be large enough to permit ie use of the asymp- 
totic expansions of the Bessel functions, giving, 
after some reduction 
14-nj(—7)&1-j[('bcot$g) .. (4) 
If a reactance ;X is put across a matched line, 
it can be shown that the reflection coefficient is 
Halts 2j)N/Z9), so that (x + r) — 7) = 
1/(I ~- Z9/7X). This can be put equal tor + jiyX 
if X is large. Comparing with Equ. (4) we see 
that the effect of the taper is to introduce a 
negative shuni susceptance of value k'b cot ¢o 
relative to the Z, of the waveguide. HenceJthe 


standing-wave ratio, given by p (1 ri) 
(1 + |r|) is approximately 
p = 1 — 1/(K’b cot go) E LA 


Introducing the length of taper, L, we have 


cot dg = 2L/(d — b) 


Hence p = 1 — A (d — b) Mtn I— A443) 
=e A,(d — b)|anLo .. TE 

-e 

b I Po d 

Pa 


Fig. 3 
Waveguide with 
double taper (alb 

Did). 


A 
y. a 
^N 


um 
puer 


(It should be noted that this formula assumes 
that the far end of the taper is, in some wav, 
matched. If this is not so, additional reflections 
are caused which, as explained above, will 
interfere with the reflection at the join, causing 
beating effects). 

Asan example, assume a 3-in X r-in waveguide, 
with the r-in side tapered to 2-in in a distance of 
4n. Let A = rio em, so that A, = 13.3 cm. 


Vv Com 


13.3 2 —I 
p=1I- =~: I 

2.54 4 XI X 12.56 
It a matched 3-in x 2-in guide is now joined at 
the far end of the taper, the reflection there, 
obtained by interchanging b and d in Equ. (6), 
will be, in this example, half that occurring at the 
I-in end. Since 4in is very nearly 3A,/4, the re- 
flections will add in phase, giving a total standing- 
wave ratio of I — 0.I — 0.05 = 0.85. 


0.1 = 0.9 


Fig. 4. Expanding 
taper in narrow 
side compensated 
by inductive dia- 

phragm. 


Reflection Cancellation 
Since tlie reflection is the same as that from a 
shunt capacitance, the provision of an inductive 
diaphragm at the join should provide adequate 
compensation. This can conveniently take the 
form of two thin metal strips protruding into the 
waveguide from the narrow side by a distan e 8. 
The inductance (relative to Z,) thereby introduced 
is given by! 
X, = (a/A,) cot? (78/a) (7) 
Equating this to &'b cot $,, the negative reactance 
introduced at the join, we get an equation for 8 


cot (z8/a) = A/ 4mbL a(d — b).. (8) 


For moderate tapers, z8/a will not be large, 
and we can write 

8 = (alam) ald — b) jrbL (9) 
This equation shows, since A does not occur, that 
the compensation is, to the order we are con- 
sidering, independent of frequency, and we can 
certainly expect the effect to be very broad- 
band in practice. As an example, let us find what 
depth of diaphragm we need to compensate for 
the r-in to 2-in taper in a 3-inxI-in guide, 
with a 4-in length of taper. Equ. (9) gives 


IURE 
| 6.284 3.14. I4 


The resulting arrangement is shown in Fig. 4. 
At the far end of the taper, if we again go to a 
uniform waveguide, the sign of reflection re- 
verses, as may be seen by interchanging 6 and d in 
Equ. (6). Hence the effect there is inductive, and 
a shunt capacitance is needed for compensation. 
This can take the form of a diaphragm of two 
strips protruding a distance 8 into the guide from 
th» broad side. 
For such a diaphragm we have! 


— 0.234 in. 


Ay 
X= — " ie (sec 778/d) 


| 


(10) 
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so that the equation for 8 becomes, since d now 
replaces b as the narrow side 


(27/ÀA,)d cot do . 


À; 
46] 
Here cot dy = 2L/(d —5) as before. 

For moderate tapers, 8 will be small, so that 
we can write log, (scc 28/4) e log, (I + $ (78/d)?) 
e $(78/4)* LIN Me, 
giving 8 ~ (A,/27)+/(d—b)/anL (12) 
This differs from the previous case, Equ. (9), in 
that 8 now depends on frequency, since A, occurs 
in Equ. (12). For example, if the uncorrected 
taper to a 3-in broad guide gives a reflection 
coefficient of o.1 at A IO cm, and this is 
corrected by a capacitive iris at this wavelength, 
then the resultant response will be as curve (b) 
in Fig. 5. Curve (a) shows the response of the 
uncorrected taper. It will be seen that com- 
pensation is possible over a reasonable band. 
Fig. 6 shows the arrangement of the diaphragm. 


log, (sec 78/4) (1r) 


0-4, 


REFLECTION COEFFICIENT 


WAVELENGTH (cm) 


Theoretical frequency response of expanding- 
3m). taper 


Fig. 5. 
taper to waveguide combination (d 
in broad side. 
Taper in Broad Side. 
Referring to Fig. 2, let 0, be the semi-angle 
a : 
of the taper, so that Ry = cok 65. Proceeding 


as before, we have : 


E y Cos z (e jx + rei¥') 
us k (13) 
L le iks — yejk'a T 

H; cos 7 (e peita) ; 

2E = cos( By) Hy? (kR) 


2H» = jt cos(0U) Hy©” (RR) 
where y = 7/20, 
The field forms in region 2 are chosen so as to 
give zero tangential electric field at 0 = + 6); 
i.e., on the metal surtace of the taper. 

If we match the fields at x = z = o, 0 = o, 

R = R, = (a/2) cot 0, we get 

I +} xr =tH,® (a cot 6) 


I—r= 7 z Hy’ (4 ka cot 8o) (15) 
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Hence 
rd ro (kk) Hy? ($a cot 0,) (16) 
l-—f JH, (1ka cot 6j) 


tha cot 0, pub UNIS EET 
ETT Rd i" ich is grea 
than, but of order, unity. Also, since 7/20, is 
large, this means that we are interested in the 
expansion of Bessel functions of large order, 
whose argument is greater than the order. An 
expression for H, (v sec B) exists? when v is large 
and B acute, from which can be derived the 
relation 


H,® (vsec B) 1 + j/(2vsec Bsin? B) 
H,?"(vsecB) | | —jsinfg 
Putting v sec B = x, sin B = ADS v?/x?, we get 


Now for 8, small, 2 


H,® EU — p? x?) 

D + 9 {2x (1 v? |x?) TER 
H,® (x) 1 SCIRE 

In our case v = 7/209, 4 — i kacot 0), v/x &A/2a ; 

substituting into (16) gives 
I ] 
Ned J (18) 


t—¥ ka cot ĝo (1 — A®/4a)3 
This means that the discontinuity is equivalent 
to an inductive reactance whose value, relative 

to Z,, is 
X, = ka cot 0, (x — A?/4a?)? 


Cancellation of the Reflection. 

As in Equ. (ro) the reflection can be cancelled 
by a capacitive diaphragm, whose insertion, 
8, in the broad side is given by 

À; 
46 log (sec 78/6) 


(19) 


(2 ajÀ) (1 — A?/4u*)? cot 0, 


(20) 
)? as before, and 


Writing log (sec 78/0) = Ha 3) b 
2L) /(D — a) we getlan 


using the relation cot 6, 
approximate jus ition for 


mS 
8 2 a ee 
(I =e 2r 


INDUCTIVE pene 
AS IN FIG.4 


(21) 


m 


* 
b 
t 


CAPACITIVE 


DIAPHRAGM pes FS 


Fig.6. Compensation for narrow-side taper 


(expanding-taper to waveguide). 


‘Fhe dependence of the response on Atequency 
is shown in Fig. 7, for the example of a 3-in 
waveguide where the uncorrected taper gives a 
reflection of o.1 at A= 10cm. In Fig. 7, (a) is 
the uncompensated response, and (b) the corrected 
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with a capacitive diaphragm designed according 
to Equ. (21). Although the response is poorer 
than in Fig. (6), a reasonable bandwidth suitable 
for most purposes can now be covered. The 
diaphragm arrangement is shown in Fig. 8. 

In the second case, when we go from taper to 
waveguide of dimensions D x b, the reflection 
is as from a capacitance 

X, — kD cot 8, (x — A*/4D?)*? where cot 6, 
= 2L/(D — a). The compensating inductive 
diaphragm has an insertion in the narrow side 
of amount 8 given by 


(D/A,) cot? (78/D) 


zon XjAD*f .2LI(D — a).. (22) 
or, approximately ———  ž< < 
8 = (Dian) /(D ay [aL — à?/4D3)] 
zz (23) 


This arrangement, is very ON EROR insensitive. 
since in practice, D is considerably greater than 
A/2. 


REFLECTION COEFFICIENT 


| | I. r 
5 6 7 8 9 10 n [E E 
WAVELENGTH (cm) 

Kis. 7. 

to expanding-taper combination (a = 3n); 
in broad side. 


Theoretical frequency response of waveguide 
taper 


Double Taper 


The ditficulty in applying the method of the 
previous two cases to the double taper is that 
two contiguous sides of the double taper do 
not constitute a pair of orthogonal surfaces, 
so that the normal method of resolution of the 
wave equation into orthogonal co-ordinate 
systems is not applicable here. It does not seem 
worthwhile to go to generalized curvilinear co- 
ordinates in order to solve this problem, but it 
appears possible to get a reliable result by using 
spherical polar co-ordinates. This method 
suggests itself in the particular case in which the 
four sides of the taper meet at a point, the virtual 
apex of the taper. Actually, the surfaces appro- 
priate to spherical co-ordinates, ¢ = constant 
and 0 — constant are respectively planes and 
cones, but if the angle $, is small, the small 
part of the conical surface considered will not 
differ sensibly from a flat surface. In fact, 
the replacement causes a dip at the centre of 
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the horn aperture of (D 2) (1 — cos p), which is 
a second-order correction. Referring to Fig. 
3, the four sides of the taper will be taken as 


0 — + 0jand 0 = o for the broad and 
narrow sides respectively. 
In the waveguide we have as before 
py = cos— [e Jt + pejt 
Pg! 
,H, = cos zs gR — yeJx]| Bh (24) 


and in the double taper 


Ses QR H? , (kR)| cos 6 AP,’ (sin 6) 
| BO, (sin 6) 
jJ d ETAT i 
Ho = YS" JR R: HP, (kR)) cos à 
AP, (sin 6) + BQ, (sin 6) (25) 
Here A and B have to be chosen so that 


AP’, (sin 60) + BQ,’ (sin 6) is symmctrical about 
0 o and » is such that, when A and B have 
been so chosen, AP’, (sin 09) + BQ’, (sin 65) = o. 
This latter is the condition for zero tangential 
electric field at the sides of the taper 8 +4). 
A glance at curves of P’, and Q', shows that, 
for small ĝo, n is large, so that it is permissible 
to use assvmptotic expansions of P’, and Q',. 
These expansions? permit us to write, for large n 

AP, + BQ, e A/2/(n cos 0) sin (n -| i 6), 
which, when differentiated, has the required 
symmetry. Since » is large, and 6, small, the 
effect of the variation of cos 0 relative to that of 
sin (4 | 10) can be ignored, so that the equation 
for n becomes 


cos (n -| 1 6,) =o or n e 7/28) (26) 
Equating the fields at x = y = z = 0,0 = $ = 0, 
R — Ry, -$acot0y — 1b cot j, 
we get, after division 
ro o —j (k'ik) VRR, H2, (AR) 
T E o 


D nuo, ] 
d(k Ry) V kR, Hi ts (RR) 


n being given by Equ. (26). 
Using now the expansion of Equ. (17), we find, 
after some reduction 


ka (x — A®/4a2)! VAR) 


Since, to our order of approximation, cot 0,— 
1,04, this means the effect is that of an inductive 
reactance of value, relative to Zo, of 


X, = Q2/4a®) (ABg/2na) |(1—A?/4a?)! (29) 
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Corresponding to (21) we have, for the insertion, 
6, of the compensating capacitive iris 
eae À TUE 
T 2a I1-— X44? 2m  2maL 
General Double Taper. 

Since the main use of a double taper will 
probably be to enlarge the mouth of a wave- 
guide into a radiating horn, it is undesirable to 
be tied down to the spherical co-ordinate re- 
quirement, namely a/b — Djd. Morcover, Equ. (29) 
shows that therc is nothing particularly virtuous 
about this combination as the taper is not self- 
compensating, as we would like. 

Now Equ. (28) can be put in the form 
Tp j 
I—f ka cot @ (x — A®/4a")8 
J 
k'h cot do 


(30) 


(31) 


Fig. 8. Expanding taper in broad side compensated 


by capacitive diaphragm. 


by virtue of the relation R= ła cot 6,— 15 cot d, 
which has so far been assumed. Comparing (31) 
with (18) and (4) it is apparent that the total 
reflection is simply the sum of the reflections 
to be expected if the two tapers were combined 
independently. It seems reasonable, therefore, 
to assume this to be so in general, (provided 
only that the taper angles are small), and not 
limited to the special case a/b — D/d. Assuming 
this to be the case, Equ. (31) gives directly the 
reflection to be expected for the general taper. 


In particular, the taper should be self-com- 
pensating if 
ka cot 8s (1 — A*/4a?)? = k’h cot db (32) 


i.e., 9/8) = b/[a(x — A*/4a?)] 
This relation is substantially frequency inde- 
pendent, except near to cut-off. 
Since cot 6, 2Li(D a) and cot 4, 
2L/(d — b), this equation can be put in the form 
(4—5)/(D —a) = b/{a(x—A?/4a?)} (33) 
which is independent of the length of the taper. 
(The taper length must not, of course, be so short 
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that the flare angles become too large for the 
preceding analysis to remain valid). 


Experimental Results 


Some measurements have been made on a horn 
llared in the narrow side from 0.67in to 2.75in 
in a taper length of 2.625in. The broad side, 2 in, 
was unflared. This arrangement gives a flare 
semi-angle of 09 — 22°, which is rather large. 
The standing-wave ratio, taken between A 
5.5 cm and g cm is shown in Fig. g(a). It has to 
be noted that the reflection at the mouth may 
change considerably over this band, and some 
allowance has to be made for this. Nevertheless, 
the curve is seen to possess maxima and minima 
separated by the required A,/4 period. According 
to Equ. (9) the reflections should be compensated 
by an inductive diaphragm of depth 

2 Poem 
= E CRRA 0.195 in 
TA 270.07 X 2.625 

Fhe curve when this diaphragm is inserted is 
shown in Fig. g(b). Apart from the verv slight 
ripple that remains, the curve correctly shows the 
variation in standing-wave ratio to be expected 
from the horn mouth. In particular, the violent 
peaks at the half-wavelength and wavelength 
positions have gone, and the minima centred at 
the quarter and three-quarter wavelength posi- 
tions have been filled in. The drop near the 
quarter-wave position is a property of the horn 
itself, siice the cut-off wavelength is very close. 
The dip at A = 5.7 cm is common to both curves, 
and does not seem to be directly due to the taper. 


i Ler, i I 


‘Lahn, 
4 W 4— 


~e 
* 06 | +t 
p " T 
T 
0-44 d 
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r | 
2 leat tea ott rae 
—4— n zT 44 —— 4 
0 L us i SU PES Sei LEA E em 
5 6 7 8 9 


WAVELENGTH (cm) 


Fig. 9. 


Experimental response curves from tapered 
horn, 


(a) without, and (b) with the theoretically- 
designed compensating diaphragin. 


Considcring the rather abrupt change occurring 
at the taper in this horn, it is considered that the 
difference in the curves of Fig. 9 due to the in- 
sertion of the diaphragm, is adequate evidence 
that satisfactory compensation is achieved bv the 
use of the formulae developed here for the insertion. 
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Conclusions 


The formulae here obtained for the effects of 
small angle tapers would appear to be valid up to 
taper half-angles of about 20?. This probably 
covers the range of tapers most likely to be 
of use in practice. The diaphragm method of 
reflection. compensation is seen to be sound, 
and the diaphragm sizes, as obtained from the 
formulae, seem near enough to the optimum to 
warrant their use directly, in most cases. 

The field-fitting method, possible in the simple 
cases first treated, yields results which are 
capable of generalization, particularly to the 
general double taper. Although an independent 
derivation would be desirable, it is believed that 
the results thus obtained, and in particular, 
those for the seli-compensating double taper, 
are substantially correct. 


Summary of Formulae 
l'aper 1n Narrow Side. 

Waveguide of dimensions a x 6 tapered to a x d 
in a taper length Z. The half-angle $,, of the taper 
is given by cot dg = 2L (d — b). The reflection 
at the taper is equivalent to that produced by 
a capacitance of valuc, relative to Z,, given by 

X, = (27b/A,) cot by 

If the rest of the system is matched, the 

resulting standing-wave ratio p, is 

p —1-—A,/anb cot do 
The reflection can be matched out by an inductive 
diaphragm at the taper whose insertion from each 
of the narrow sides of the waveguide is given 


by x a ane b 
x ?rN m OL 


When going from an expanding taper back to 
a waveguide of dimensions « X d, interchange 5 
and d and change the sign of ¢, in the previous 
formulae. Since this reverses the phase of the 
rellection, a capacitive diaphragm is necded to 
provide compensation. The required insertion 
from each of the broad sides of the guide is 
given by 
8 = (A,/an) A/ (d — b)j2uL 


Taper in broad side. 


Waveguide dimensions a x b tapered to D x b 
in a taper length L. The half angle of the taper 
is 0s, so that 

cot 0, — 2L/(D — a) 
The reflection at the taper is equivalent to an 


inductive reactance, of value, relative to Zo, given 


by 27a 


NE z cot 6, . (1 — A?/4a?)3 
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If the rest of the system is matched, the resulting 
standing-wave ratio is 

p= I — A[[2«a cot 8, (x — A*/4a?)3| 
The reflection can be matched out by a capacitive 
diaphragm at the taper, whose insertion from 
each of the broad sides is given by 

5 À [^ (D — a) 

am (I — X44") |  2maL 

When going from an expanding taper back to a 
waveguide of dimensions D x 6, interchange D 
and a, and change the sign of 6, in the previous 
formulae. Since this reverses the phase of the 
reflection, an inductive diaphragm is needed 
to provide compensation. The insertion from each 
of the narrow sides is given bv 

8 == (D[zv)A/ (D — a)/[nL(x 


Douhle Taper 

Waveguide dimensions a xX b tapered to D x d 
in a taper length L. The half angles in the 
narrow and broad side are 


2/4D2) 


cot dy = 2L/(d — b); cot 0 = 2L(D — a) 
The effect of the taper is that of a susceptance 
given by 

Y = Aj 27a cot O9(1 — A*/4a?)# 

A,/27) cot do 
According to the sign of this quantity it can be 
matched out by a suitable diaphragm oí an 
inductive or capacitive nature. 
The taper is sclf-compensating when 

by 99 = b/[a(x — A?/4a?)] 
or (d — b)/(D — a) = b/(a(x — X? 4a?) 
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TRANSIENT RESPONSE OF WIDEBAND 
AMPLIFIERS 


Critically- Damped Two-Terminal Load of Infinite - Order 
By W. E. Thomson, M.A. 


(P.O. Research Station) 


SUMMARY. 


\ suitable two-terminal load for a wideband amplifier stage is the 


intinite-order 


criticallv-damped load,’ derived in a previous article. This load gives the fastest unit-step respons 


without overshoot. 
certain series of networks ; 


\ny desired approximation to the compensating reactance can be obtained bv a 
the second approximation, consisting of one inductor and one capacitor 


gives a result sufficiently near the ideal for most practical needs. 


l. Introduction 

PREVIOUS article! included a discussion 

of the transient response of the circuit 

shown in Fig. 1, the criterion being the 
unit-step response (or indicial response); i.c., 
the voltage wavclorm appearing at the anode 
when a unit voltage step is applied to the grid. 
The valve is regarded as a constant-current gener- 
ator so that the voltage step at the grid produces 
a current step through the valve and through the 
load. The resultant voltage across the load can 
be determined from its operational impedance 
(which can be obtained by substituting the opera- 
tor f for Jæ in the complex impedance) by inter- 
preting this impedance as a function of time 
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bv general methods or bv standard forms.‘ In 
order to obtain a unit-step response free from 
overshoot but with as fast a build-up as possible, 


o 
A, 
Cs OUTPUT 
AZ 
Y 
Eme 


Fig. 1. Effective circuit of wideband amplifier stage > ! 
Rı — nominal load, resistive; R, Z = compen- 
sating reactance ; Ce total shunt capacitance. 


the compensating impedance, in which dissipa- 
tion is neglected, is chosen to give critical damping. 
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The results of this investigation are given in 
Fig. 2, which shows the form of the compensating 
reactance for one, two and three components 
and the corresponding unit-step responses. The 
best possible unit-step response, which is ap- 
proached as the number of components is in- 
creased indelinitely, is also shown. This circuit 
has also been discussed by Elmore,? who suggests 
that this infinite-order critically-damped load 
is in fact the best possible two-terminal load, 
with shunt capacitance, for achieving a unit- 
step response without overshoot. 

This article deals with the problem of approxi- 
mating to the infinite-order case by a finite 
compensating reactance, the resulting loads being 
not necessarilv critically damped. 


NORMALIZED TIME = 


Te Ss. 
GAL, 


90 


70 


60 


COMPONENTS 


50 


PERCENTAGE OF FINAL VALUE 


I— 
D 
~ 
s|- 
A 
o 
2 


an 
2 - 
4, 


h= EGAR 
* s {C= * Cs 
(ai T Cs RÈ 
Fig. 2. Unti-step + 
responses —critt- 
cally damped 
loads. 5 


INFINITE 
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2. Infinite-Order Compensaling Reactance 


The article referred to! showed that the nor- 
malized infinite-order compensating impedance 
is equal to 

coth x — 1x 


where x = $C,4R, This impedance may be 
expressed in terms of an infinite network of 


f 1 I 
(b) 36 sf 5 Cs ye 1 
7L 
FIRST SECOND THIR 
APPROXIMATION APPROXIMATION APPROXIMATION 


Fig. 3 (a) Ladder form of infinite-order compensating 
veaclance, and (b) successive approximations to 
circuit (a). 


inductors and capacitors by the methods of 
Foster and Cauer. Of the possible networks, 
that of lig. 3(a), determined from the continued- 
fraction expansion of coth x, seems to lend itself 
best to approximation in terms of one, two, 
three, etc., components of the infinite network ; 
the successive approximations are shown in l'ig. 
3(b). 


3. Unit-Step Responses of Approximations 
3.1 Furst Order 


The normalized impedance of the effective load 
of the amplifier, and thus the normalized gain 
of the amplifier stage, is 


I+ %/3 x 3 
Ic xx x 343 
This may be arranged as 
x(x + 3 2) 
(æ + 3/2}? + (V3/2)* 
(V3 /2)% 


V 3t + 3/2)®+(V/3/2)"} 
which can be regarded as the Laplace transform 
of the normalized unit-step response of the ampli- 
fier stage, and can be interpreted by standard 
forms? to give the unit-step response 


I— € *"*cos r 4/3/2 | (1/4/3) sin 7 vafa) 
=f (2 4/3)e 37? cos (7 3/2 ys 7/6) 


where 7 = t/C34R,. 
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This response is shown in lig. 4, where it may 
be compared with the ideal curve. 


lo 
FT 
ED —— 2 
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40 h = FIRST APPROXIMATION 
SECOND APPROXIMATION 


30 


20 


t 
NORMALIZED TIME = ——75- 
ED E GA 


Unit-step responses, infinite-order critically- 
damped load and approximations. 


Fig. 4 
3.2. Second Order 

This follows the same lines as the first order 
case, so only the expressions are given. 


Impedance : 


x9 + 6x? + 15x + 15 

42x,  O.142x(x + 1.839) 
x + 2.322 (x -H 1.839)? + 1.7542 
0.7928 x 1.754% 


(x + 1.839)* + 1.754” 


Unit-step response : 


I— 1.1426-?39?7 +4 o.142e- L:89*r cos 1.7547 
— 0.7928e !.83*?' sin 1.7547 
1— 1.142€ >38 — o,8054e 939r sin (1.7547 
— 0.177) 
and is shown in Fig. 4. 
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4. Conclusions 


The two networks dealt with in the previous 
section give responses which are slightly less than 
critically damped, and it seems reasonable to 
suppose that this will be true of all networks in 
the series. The overshoot is very small, being 
0.6% for the first order and 0.4% for the second 
order. 

The second-order response differs from the 
ideal by less than 1% (of the final value) except 
for a small region where it lies between 1 and 
1.5%. This second approximation, in which the 
compensating reactance consists of an inductor, 
value C,R,2/3, in parallel with a capacitor, value 
C4/5, is near enough to the ideal for most practical 
purposes, and is recommended as suitable for an 
amplifier stage whose unit-step response must 
be as last as possible without appreciable over- 
shoot. 


5. Acknowledgments 


[he author is indebted to the Engineer-in- 
Chief, G.P.O., for permission to publish this work. 


REFERENCES 


L Thomson. W. E. © Transient Response of V.F. Couplings”, Wireless 
Engincer, January 1947. 

2 Elmore, W. C. “ The Transient Response of Damped Linear Networks 
with Particular Regard to Wideband Amplifiers”, J. appl. Phys., January 
1948 

3 MeLachlan, N. W. “ Complex Variable and Operational Calculus”. 
Cambridge, 1939. 


INSTITUTION OF ELECTRICAL 
ENGINEERS 


Proiessor E. B. Moullin, M.A., Sc.D., has been elected 
President of the Council of the Institution of Electrical 
Engineers, while J. Eccles, B.Sc., and Sir John Hacking 
have been elected Vice-Presidents. They take othce on 
3oth September. 

As a result of the ballot, H. Nimmo becomes Honorary 
Treasurer and the new Ordinary Members oí the Council 
are Professor Willis Jackson, D.Sc., D.Phil., and Sir 
George H. Nelson (Members) ; J. E. L. Robinson, M.Sc.. 
and J. A. Saxton, Ph.D., B.Sc. (Associate Members) and 
Sir Cyril Hurcombe, G.C.B., K.B.E. (Companion). 

The Chairman of the Radio Section Committee will 
be R. T. B. Wynn, C.B.E., M.A., and the Vice-Chairman, 
D. C. Espley, D-Eng. Five Ordinary Members of the 
Committee have been elected: A. W. Cole, H. G. 
Hopkins, Ph.D., J. 5. McPetrie, Ph.D., D.Sc., R. A 
Smith, M.A., Ph.D., and H. Stanesby. 


NATIONAL PHYSICAL LABORATORY 


Professor E. C. Bullard, M.A., Ph.D., F.R.S., has been 
appointed by the Lord President of the Council to be 
Director of the National Physical Laboratory in succes- 
sion to Sir Charles Darwin, K.B.E., M.C., Sc.D., F.R.S. 
Professor Bullard is Professor of Physics in the University 
of Toronto and is expected to take up the appointment 
in January 1950. 
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IMPEDANCE OF COMPOSITE 
CONDUCTORS 


By A. Rosen, A.C.C.L, Ph.D., M.LE.E. 


(Siemens Brothers & Co. Lid., Woolwich) 


Introduetion 


OMPOSITE conductors, consisting of a 
layer of one material on another have 
many electrical applications : examples in 

which the high-frequency impedance is important 
are conductors of tinned copper and copper-clad 
steel. Even for homogeneous conductors the 
calculations are elaborate, except in a few special 
cases, and this makes it difficult to form an 
over-all picture of their behaviour with alter- 
nating currents: the extension to composite 
conductors makes the calculations still more com- 
plex, and tends still further to obscure the over- 
all picture. Nevertheless, by considering the 
cases most amenable to calculation, one obtains 
uselul working formulae, and may infer the 
probable effects of changing from homogeneous 
to composite conductors in more general cases. 

The circuit which lends itself most readily to 
mathematical treatment is one consisting of 
coaxial tubalar conductors, and a theorem for 
calculating the impedance of composite coaxial 
conductors is given by Schelkunoff in his paper 
on ‘The Electro-magnetic Theory of Coaxial 
Transmission Lines and Cylindrical Shields”! ; 
the problem has also been studied by Caistea* 
and some results based on Carsten's work have 
been published by Mildner.? In the following, 
the author has developed Schelkunoff's theorem 
into serviceable formulae, and shows that it 
can be deduced by an extension of the method 
devised by Howe,* which may be readily followed 
by those familiar with telephone-line transmission 
formula». 

LIST OF SYMBOLS 


R effective resistance oí conductor* 

L internal inductance of conductor} 

wl. internal reactance of conductor* 

a inner radius of tube in metres 

b outer radius of tube in metres 

L radius of surface facing return conductor in 
metres 

H thickness of tube or Hat conductor in metres 

w width of flat conductor in metres 

I length oí conductor in metres 

0 intrinsic impedance of solid metal in ohms 

in modulus of 7 in ohms 

o intrinsic propagation constant of solid metal 
in nepers/metre 
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a intrinsic attenuation constant of solid metal 
in nepers/metre 

g conductivity in mhos/metre 

m permeabilitvt 

uw relative permeability 

f frequency in cycles per second 

w angular frequency in radians per second 

Jj V —T 

I,(ox), | modified Bessel tunctions of zero order and res- 

K,(ox)|  pectivelv of the first and second kind 

l1 (72x), | modified Bessel functions of the first order and 

K, (1)! respectively of the first and second kind 

oa surface impedance, when return is internal* 

Zo surface impedance, when return is external* 

Zoon surface impedance of surface of radius ;* 

Lai transfer impedance* 

Rey transfer resistance* 

Liy transfer inductancețt 

Zac surface impedance of composite tube when 
return is internal]* 

Zir surface impedance of composite tube when 
return is external* 

Zar transfer impedance of composite tube* 

inductance of hypothetical linet 

G leakance of hypothetical line in mhos/metre 

W, X series arms of equivalent T network 

Ye Shunt arm of equivalent T network 

v impedance of composite conductor of negligible 
curvature* 

R resistance o! composite conductor of negligible 


curvature* 

L inductance of composite conductor of negligib!e 
curvaturet 

S surface material of composite conductor 

B base material of composite conductor 

8 tanh^! (ng/ns) 


[A tanh ! (54/34) 

h 8s/gB 

Rg resistance of thick slab oí base material* 

Ly inductance of thick slab of base material} 
Rg resistance of thick slab of surface material* 
La inductance of thick slab of surface material { 
Res resistance of thick slab of copper* 

D inductance of thick slab of coppert 


* ohms/metre t henrys/metre 


Homogeneous Tubular Conductors 


Cons:der a tube of inner radius a metres and 
outer radius 6 metres forming one conductor 
of a coaxial pair ; the return conductor may be 
internal as in Fig. I (a) or external as in Fig. 1(5). 
If R is the effective resistance and L the internal 
inductance of the conductor under consideration, 
then R + jwL is equal to the surface impedance, 
detined by Schelkunoff! as the ratio of the 
longitudiral electromotive intensity on the sur- 
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face facing the return conductor to the total 
current carried by the conductor. lor a homo- 
geneous material, the surface impedance with 
internal return, Zan, is given by 


Zaa = zi (Lo (04). K, (69) +K, (ou). I, (04)] 
ohms,metre ^x Lx RT (1) 


The surface impedance with external return, 
Zyy, is given by 


Zus = z p [lo (9). K, (oa) + Ko (98). 1, (o0)] 


ohms metre T T D. (2) 


g Xm 
(2) (5) 


Vig. 1. Tube of internal radius a and external radius b 
with internal return conductor (a) and external return 
conductor. (b). 


The transfer impedance, defined by Schelkunoff 
as the ratio of the longitudinal electromotive 
intensity on the surface remote from the return 
conductor to the total current flowing in the 
conductor, is the same whether the return be 
internal or external. For a homogeneous tube 
it is given by 


Li Liye ohms;metr« E) 


I 
2T abg D 
In the above, 
D = I,(ob).K4(ca) — Ii(o«). K, (00) .. (4) 
5. the intrinsic impedance of solid metal 


T 


a/joulg = ||| — ohms .. Tk (3) 


. the modulus of the intrinsic impedance 

-A/2nfujg = 2n V/2fu/ X 10 "jgohms (6) 

c, the intrinsic propagation constant of solid metal 
— A/jopg = « (I + j) nepers per metre (7) 

y, the intrinsic attenuation constant of solid metal 
= V ufug — 2» fug X 10 ? nepers per 
metre " Be Be e (8) 

= conductivity in mhos,/netre 

== permeability = 474’ X 10 ?* henrys per 
metre 

uw’ = relative permeability 

f = frequency in cycles pet second 

w 2af — 


j—A4/—1 
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I 


1, (ex), Kg(ox) denote modified Bessel func- 
tions of zero order and respectively of 
the first and second kind 


I, (cx), K,(ox) denote modified Bessel 
functions of the first order, and res- 
pectively of the first and second kind. 


The modified Bessel function may be evaluated 
by the aid of the following ielations :— 


I, (ox) = ber (y2 ax) + jbei(/2 x) — (9) 

K, (ox) = ker (4/204) +7 kei (4/20) (10) 

Teen ber’ (4/2 ax) 4 j bet’ (v 2ax) (1) 
V 

ker’ (f2ar)+j kei’(4/ 274) tre) 

EZ 5 


The ber, bei, ker, kei functions and their deriva- 
tives have been tabulated, and thus the im- 
pedances can be calculated. 


K, (ex) 


Sehelkunoff's for 


Conductors 


Theorem Composite 


The impedance of a composite conductor is 
given by Schelkunoft! in the following theorem : 
“Let two conductors, both of which may be 
made up of coaxial lavers, fit tightly onc inside 
the other. Any surface self-impedance of the 
compound conductor equals the individual im- 
pedance o! the conductor nearest to the return 
path diminished by the fraction whose numerator 
is the square of the transfer impedance across 
this conductor and whose denominator is the 
sum of the surface impedances of the two com- 
ponent conductors if cach is regarded as the 
return path for the other. The transfer im- 
pedance of the compound conductor is the 
fraction whose numerator is the product of the 
transfer impedances of the individual conductors 
and whose denominator is that of the seli- 
impedance.’ 

If the composite conductor consst of an 
inner tube r having radii a, 6, and an outer 
tube 2 of radii a, b, (a, = 5,), then with internal 


return, the surface impedance in ohms per 
metre is 
[oe QU 2 
Dee d EE: (13) 
"aa au 7 7 
Zuo” Lod? 
With external return, the surface impedance is 
[IZ m? 
ai a oe (14) 
“bb bb 2 4 
Z uy? ze Loa 
The transfer impedance in both cases is 
3 JA US Z,,m 
Zan = Zon MET DAT Y (15) 
bb: s iad 
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Approximate Formulae for Special Cases 
Schelkunoff! gives a number of simplified 

expressions for the surface and trans- - 

fer impedances of homogeneous con- 


ductors in special cases, and others Ray 
may be readily deduced. 

(a) Thick tubes. When oa is small, P 
equation (2) for external return reduces 2d 
to leery NENLELILIL IL Uu mm. 

i ob 
zs n io ( ) (16) 


2m bl, (ob) 
The impedance of a solid inner conductor is 
given exactly by (16) of which it is the limiting 
case. 

When ob is large, equation (1) for internal 
return reduces to 


) = ay PT G1) 


For a thick shell whose surface facing the 
return has a radius y metres, we have, when 


or is large (e.g., a” 4) 


n I 
is the correction for curvature, the 


"rr 


E = (18) 
27r 2 or 
I 
where 
2 or 
sign being positive or negative according as the 
return is external or internal. 


Im! I I 
) 1 I + — 
Whence A V2 2m Utz - 
ohms metre (19) 
Ini T ; 
rcm at aay ohms/metre (20) 
Te - x 10 " henrys/metre (21) 
R or I 
F, = à e sx (22) 


where R, is the d.c. resistance of a solid wire of 
radius v. 


(b) Thin tubes. When the tube wall is thin 


eg. the thickness ¢ = b —a < n we obtain 


vere iie ee 

s. =- | coth ot t- A (23) 

vo —l _ cosech ot 2 
Lue Um ab (24) 


where the sign is positive or negative according 
as the return is external or internal. 


Whence 
R— m | I 


2 27 


sinh 2o¢ + sin 2 xf 
cosh 2 xí — cos 2 at 
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in| I [sinh22o»x£ — sin 2 od 
al =) ee ees (26) 

E any | cosh 2 a — cos 2 at 
i| I sinh 24 cos x£ + cosh x sin 2 (es) 
V2 val cosh 2 at — cos 2 af 7 
_ hl I [sinh atcos xi — cosh xf sin ad (28) 

ü 4/2 -val cosh 2 xí — cos2 xl | 

If the electrical thickness is large (af > 2.5), 
coth a£ approaches I, and the equations (18) to 


(22) may be used. In this case we have for the 
transfer resistance and inductance 


= Val 2 # COS (at (29) 
T a \ 
| / 7 
L LM e *' cos( at + — 30 
Mic m ats p (30) 


(c) Large thin tubes. When the tube becomes 
electrically large (e.g., xv > 50), the conductor 
approximates to a sheet with parallel plane 
faces. Then for a strip of width w on the surface 
facing the return conductor, we have from (23) 
and (24), 


Lipp Ei coth o£ (31) 
ba 7] , x 
2 cosech ut (32) 
Whence 
In| [sinh 2af + sin 2 at 
g--hi[snam eu] co 09 
V/2 w L.cosh 2 at — cos 2 ab 
n| |sinh2o£ — sin 2 at 
Roc ae etd 
x 2 w| cosh 2a/ — cos 2 od | (34) 
4/2|n| | sinh at cos a/ + cosh «t sin x/ 
MEME D 
Y cosh 2 yt — cos 2 al 
(35) 
RR M/2 |n| f sinh af cos a£ — cosh xt sin al 
eras w | cosh 2 af — cos 2 at 
(36) 


All the values in equations (23) to (36) inclusive 
are in ohms per metre. 


Application of Howe's Method 


Prof. Howe has shown? that the resistance of 
certain conductors is equal to the ‘real’ part 
of the sending-end impedance of a hypothetical 
‘transmission line’: the ‘conductors’ of the 
hypothetical ‘line’ are formed by infinitesimally- 
thin resistance-free planes normal to the direction 
of the real current, and the ‘ dielectric ’ is com- 
posed of the substance of the conductor. Con- 
sidering the ‘line’ parameters, the resistance 
is zero, and for any substance of reasonably 
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good conductivity the capacitance is negligibly 
small; the inductance and leakance depend 
upon the shape of the actual conductor. In 
general the ' line ' parameters will not be constant 
and the 'line' will not be uniform along its 
‘length? However, in the special case when 
both radii of curvature of the actual conductor 
are large, the ' line ' approximates to the uniform 
line familiar in telephone practice ; its ‘length’ 
corresponds to the thickness of the actual con- 
ductor. 


DIRECTION 
OF CURRENT FLOW 


HYPOTHETICAL _ 


PLANES 
Fig. 2. Conductor with plane parallel faces t metres 
apart. The return conductoy is not shown. 


Fig. 2 shows a conductor consisting of a slab 
with plane parallel faces ¢ metres apart; the 
return conductor, which is a similar slab parallel 
to it, is not shown. Consider a portion of / 
metres in length measured in the direction of 
current flow, and w metres in width ; the ‘ con- 
ductors’ of the corresponding hypothetical 
"line" will be two parallel strips w metres wide. 
and / metres apart. The inductance L and 
leakance G of the ‘line’ are respectively 4 7 X 

Yu gu JAMES 
IQ p , Benrys and ?— mhos per metre of thick- 


i 


ness. The propagation constant of the ‘line’ 


VjeLG = V jos 


w x w, X, B, Ay M 
C 2o — o— 3 


I0 "ug — c per metre of 


A 8 Aj o—o 
(a) (b) 


Fig. 3. 


The equivalent network of a portion of the tubular conductor of Fig. 1 is shown at (a). 


thickness. The characteristic impedance of the 


‘line’ = Jol i nom X E 


ohms per metre of length, where o and y are 
the intrinsic propagation constant and intrinsic 
impedance respectively as defined by Schelkunoff. 

The sending-end impedance of the ‘line’ is 


7 coth ot ohms/metre, which is the same as the 
W 

surface impedance in equation (31). The transfer 
impedance, defined as the ratio of received 


7 


voltage to sent current, is » cosech o£ ohins per 


metre, and is the same as the transfer impedance 
in equation (32). 

Consideration. of the more general case of 
coaxial tubular conductors yields a similar 
result, and we may infer that the sending-end 
impedance oí Howe's hypothetical ‘line’ has 
the same value as Schelkunoff's surface impedance, 
and its tranfer impedance is equal to Schelkun- 
off's transfer impedance; thus the ‘real’ part 
of the sending-end impedance is equal to the 
effective resistance R of the conductor, and the 
‘imaginary’ part equals the internal reactance 
WML. 
We may further represent the hypothetical 
“transmission line’ by its equivalent network. 
In Fig. 3 (a), A A’, BB’ represent a portion of the 
tubular conductor shown in lig. I between two 
planes normal to the axis and unit distance 
apart: A A’ are on the inner surface and B B’ 
on the outer surface. If the equivalent network 
is a T having series arms W, .Y and shunt arm 
Y, then the sending-end impedance looking at 
the inner surface from the axis is 


Wee YS Za st Tr X vx (37) 


The sending-end impedance looking at the outer 
surface from the outside is 


X rY-Z, (35) 
The transfer impedance is 
Y = Za z z (39) 


Applying this method to the composite con- 
ductor, let the equivalent T networks be as 


CELAA 


Lf CX, 
BON 


(x M, 
vU XX SWR, 


2 


o B; Ajo 
(c) 


A similar equivalent 


for a composite conductor is given at (b) which can be transformed by the star-delta theorem to the form (c). 
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shown in Fig. 3 (b) where A, Aj’, Bi By’ represent 
the surfaces of the conductor 1, and A, Ag’, B; Bo’ 
the surfaces of conductor 2. Using the star-mesh 
conversion theorem, the equivalent networks 
may be converted to the T shown in lig. 3 c. 
The sending-end impedance looking into surface 
A, Ay’ is 


(Wye 
VAGA UN ot ea is 
es US XCEYCEWEEY. 
Yi Ys 
Xi Eyes Ws Y 
"E | + YE 
Daaa Ria 
Zo d (40) 


"naa Z, n Z (oy M 
I «a 


Similarly the sending-end impedance looking 
into surface D, By’ is 


, > (Xi +12) Ye 
Zo Xo F X T Y i+W, T Ya 
Yı Ye 
Xıt Yı Wit Y2 
4 [Z Oo 
w? Zro” Flu (41) 
The transfer impedance is 
: Yi Y. 
LiL its — 
e je UU Xı+Yı+W:+Y: 
Zw Lay? 
LZ yy Laa” É e (42) 


These are the same results as are given by 
Schelkunoii's theorem, see Equations (13), (r4) 
and (15), and are a further justification of the 
generalization regarding the Howe hypothetical 
‘line’ given earlier. The extension to a com- 
posite conductor formed of a number of different 
layers follows similar lines. It is interesting to 
observe that a conductor is represented by the 
same network irrespective of whether the return 
is internal or external. 


Simplification of Formulae for Composite 
Conductors 


The formulae for the impedance of composite 
conductors do not in general lend themsclves to 
simplification. However, when the radii of the 
conductor are electrically large, and the curvature 
may be neglected, some useful simplifications 
may be made. 

Let the composite conductor consist of a surface 
material S and a base material B, S being nearer 
the return conductor; S is on the concave side 
when the return is internal and on the convex 
side when the return is external; subscripts 
S and B will be used to distinguish the character- 
istics of the two materials. 
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Since the curvature is being neglected, the 
surface impedance, denoted bv Z', will be the 
same whether the return is internal or external. 
From equations (13), (31) and (32) we have 


Ns I : 
— cosech ts) 
(2: Tabs 


9 — T coth Gals - 
Ns 
a coth ogtg + 7 coth Cate 


: } th oat th o, 
= is (= Ne ce ees Ss >) ohms/metre (43) 
ns coth osts + yy coth Cpp 
If now the layer of material D is taken to be 
electrically thick, coth ogf,-> I, and we obtain 


w 


n ™ tanh (osts + 0) ohms/metre .. (44) 
where tanh 6 = 78 = [tss " T 5 
Ns N Hss (45) 
From the relation tanh (x + 7y) 
sinh 2x + 7 sin 2y 
cosh 2x -+ cos 2y 
we may write 
tanh (ows + 8) = (P + jQ) (46) 
(a) If s <r Gis wholly real, 
Ny 
sinh 2(x st + 0) 
D anes NEU A 
Sin 2%fg — — 
9 cosh 2(afs + 0) + cos 2asls (48) 
b) I£ 25. 1,0 — 0' 4-77, 
DoD. des 
where 6’ = tanh”! (A (49) 
Ur 
sinh 2(x4, + 0) — 
then cosh 2(x./, + 6’) — cos 2a, `` (50) 
Q sin 20a (51) 


-cosh 2(æsts + 0) — cos 2østs 
From (44) and (46) we have 


zi = (p40) = P [P—-o+iP+0) ] 
7 20 


ohms/metre (52) 
m. 

Brae ML (P— Q) ohms/metre.. (53) 
A/ 2w 

wL’ nsl (P + Q) ohms/metre (54) 


A/ 2w 

It is convenient to compare the composite 

conductor with a uniform conductor composed 

wholly of material S or material B ; the former is 

more suitable where the layer of S is thick, and 
the latter where the layer of S is thin. 
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Comparing with an electrically thick slab of Again comparing with an electrically thick 


material S for which slab of material B for which 
7) 
Rs = ols = | B ohms/metre .. (55) Ry, = Oba l ohms/metre .. (58) 
V 20 / 20 
we have we have 
R' R' Ds 
mu PURA MET CMT Aa XC tsb pu EO SA Vis BID) 
R, Q (5 ) Re Dy 
t Lk Ns 
a eee ee ee eet Gy) FO oven, ee eH 60) 
3 B es , 
v A convenient parameter 
ta » . 
100 H ) for calculations is the 
80 1 g 700! attenuation thickness of 
B B | | the surface layer, xsl = 
40 f 00 ants WV fug’ Es X IO "nepers. 
] R' 
30} — ; í : 
| In Fig. the ratio — is 
20 | 4 de L i a5 O08 eat) Ra 
mm L| | plotted against o, for values 
| H Ng e : 1 n" & Ry 
10 m of 2: <I, and in Fig. 5 ER 
8 : : 
; | is plotted against o,f, for 
: 0? values of ?* >r, The scales 
4 E Ng 
X ; | | Ed lor the ordinates are 'pseudo- 
& lar | |_| | r logarithmic’, obtained by 
! | i R R 
œ | . 
sie 2 plotting z- — 1 and a x 
S|3 18 B 
$|$ tg PCC | 06 on logarithmic scales and 
eie 1 ae - j re-numbering the ordinates 
aja "į H o to show the net values. 
zi v EB S S | When the layer of material 
SE E atl ime 08 S is electrically thick (e.g., 
wl R | | j C8 
IE PO HE Ü MP d | | Xaís — 0 > 1.2) equations 
ae Nn (56) and (57) may be simpli- 
Ble x - = HT | fied. 
ala roe + - —H ; p 
= |e Lod 4- TT 4 LLL From (44) we have, if I SS 
1-05 LEER ; a e II Is 
: = 4 i Q4—31 oy s 
a mmus EHI- LEE Z' — T tanh (oy, + 6) 
1-03 - r i> w 
i E pea EN 
I-02.— - +t rt aren pu. 
TE NIE w 
bol || 2 exp (— 2|o,/, + 8j 
0 
~ T 
-008 == 1 T = [n] (1 r ju 7- 
1- 006 Hid 4/20 
-005 
-ooi = 2 exp (— 21s 1-61) 
r003 | _ | T (cos 20a — J sin 20gls)] 
-002 
= Fig. 4. Relation between the 
attenuation thickness of 
; 2, the surface layer and the 
001 8 8888 85 M cones NICO d ML a REUS ratio of the resistances of 
z Eee the two materials is shown 
ATTENUATION OF SURFACE LAYER Qe. IN NEPERS here for values of gjys <1. 
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Ro 


RESISTANCE OF COMPOSITE CONDUCTOR — A. 


RESISTANCE OF THICK BASE CONDUCTOR 


lig. 5. 
Whence 
R 
des 
T4 
Ls 


Similarly 


10 
00 UN 
—— zl 
m + Ns 99 50 
| : 40 
40 = 
40 
30 t T | 30 
17 | al | 20 
20 Tr j HH ! PETIT 
| ee | 
| FRANI | 
MERE 10 
x 8 
JEg! d*T T i 
| LE d RR 6 
1 ] t 5 
+ + 
t 4 
| t t — T 
| | | 25 
| | 
| | 20 
E 1 
mE m 
A | l5 
4 
ji 
| I 
Hl ; A 
08 aw AV 4 
:05 i: G - 
04) TAT 
os — s LAA 
02 T 
| | 
i f a 
| | 
01 L 3 
-008 
006 - | 
:005 m 
1-004 
1-003 4 
1717 | 
002 | 
| | 
"(0r NEO AASE res EE N E PUR TED S 
S S $ $89 33 S $85$$5$9? ò © 6506 
Oo e o ooo e 


ATTENUATION OF SURFACE LAYER Gof, IN NEPERS 


Relation between the attenuation thickness of the surface layer and the ratio of resistance of the two materials 


(s shown here for values of qp[ns ^ V. 


R 
R I + 2exp (— 2[e,4. + 0']) (cos 22st + 
1—2 SiE (— 2 a's + 8])(cos 2e; + jj sin 2asf«) (63) 
sin 2a.) (61) L 
1—2 exp (—2 a, + 0])(COS 209s = I+ 2exp (— 2[as + 07]) (cos 2%sts — 
sin 2agts) (62) sin 20s) (64) 
VPE ee d a eh eer den When the laver of material S is electrically thin 
Ns \ng/’ (als 0.5) equations (59) and (60) may be con- 
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verted to forms convenient for calculation with 
the slide-rule. 


From (59) we have when ® <r, 


Ns 


Conclusion 


The identity of the impedance equations for 
conductors and for the hypothetical transmission 
line permits us to deduce the 
general behaviour of compound 


Ry 


i 
R' sinh 2asfg cosh 28--cosh 2%sźs sinh 20 — sin 20s I " 
cosh 2% /, cosh 20-- sinh 2x54 sinh 20 + cos 29. i 


conductors from the known 


“tanh 0 : : 
properties of composite trans- 


Expanding the functions of 2254, and taking the first two terms : mission lines, it being noted 

of each series, we dec after rearrangement that current den- 

2 ins sity and voltage 

R 2 (Gals)? |: Q l | 3 0h e ) gradient in con- 

se =1I+ - ——— —— (6) ductors corres- 
R \ 4 (18) 

y I + 20, (2)+ 2 (78) > asian) pond to current 

G 3 Vs/ and voltage in 

/usV y | 08S transmission lines. 

L 20s. | I (2) | als H>) The characteristic 

Similarly 7- It —— Ic s urs = (66) feature is the re- 

B 


Ib N 


The same results are obtained when = >r, 
Ts 
and hence these expressions are valid for all 
values of 7". 
Ur 
When both materials are non-magnetic, 
"m4 2 
(E) =E =h.. (67) 
\Ns £B 
voe 2ty%t,2h(I—h) (14 Sanha) 
a eee 
2 1-- 22, 5i 4-20 S SB du tja 
f E ae 
z m | 2o ls(1—h) (1f) — (69) 
= IF 2antsh + 20, 81,9]2- dua t? 


If material B is copper (subscript cu), deu = 
15.3 Vf nepers/metre. 


AP. i 47 0fts*h(I—A) (1+ 10.254) 

ERa I+-30.5 fttsh +470/ts ae 4740f th? 
e PUN 30-5/56.(1 —h) (115.3 4h) UM 
de 1-1-30.5f 4A -- 470ft2h®-+ 4740/34582 


where f is in cycles per second and fg in metres or f is in 


Mc/s and 4 in millimetres. 


flection that takes 
, place at a bound- 
LIEN ym ary between dis- 
similar structures, the magnitude of the reflected 
wave being determined by the relative values 
of the impedances on either side of the bound- 
ary, and by the attenuation of the section 
between the origin and the boundary. For 
example, it is well-known that a hollow homo- 
geneous conductor has an optimum thickness 
for a given frequency at which its resistance 
is a minimum, and a similar effect occurs with 
composite conductors, as the thickness of the 
surface layer is varied. However, as the attenua- 
tion constant of metals is equal to the phase 
constant, the reflection effects are relatively 
limited, corresponding to the series-resistance 
shunt-capacitance type of line, rather than to the 
series - inductance shunt -capacitance type, in 

which reflection effects are marked. 
Although the equations which have been studied 
So in detail refer only to composite 
conductors in which the curvature 


(70) is negligibly small, they cover many 
of the cases which occur in practice. 
(71) When the curvature of à composite 


conductor is small but not negligible, 
it can be shown that for electrically- 
thin surface layers the correction is 


Alternativelv, the same as for the base conductor, 
ORE : 0.301ft.2h(I —h) (1--0.259f*4,) and equations (59) and (60) should 
R " I--0.775/ 5-0. 301/1,3/3-I-0.0777f Mi? (72) | be used; when the surface layer is 

; ' electrically thick, the correction is 
Lo —14 0775/l(1 —) (1 +0.388/2ts4) ax (73) | the same as for the surface conduc- 
Lo 140.775 Mi + 0.301 fth? +-0.0777/ 12h? | torandequations (56) and (57) apply. 


where f is in cycles per second and é, is in inches 
or f is in Mc/s and 45 in mils. 

In Table I on next page, the constants of some 
common conductors are listed, and the data are 
employed in the two examples which follow. 
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In general the reflection phenomena 
in curved conductors are of the same nature 
as those in which the curvature is negligible. 
Example 1 

A copper tube, used as the outer conductor of a 
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TABLE I 


Copper 
Conductivitv, g mhos/metre | 5.90 x ro? 
Relative permeability w.. = || I 
Intrinsic impedance at 1 Mc/s, microhms | 366 
Attenuation x at t Mc/s, nepers/metre.. | 15,300 


coaxial pair, is coated on the inside with a layer 
of tin 2.5 X 107? mm thick, the internal diameter 
being I cm ; to find the effect at 20 Mc/s. Apply- 
ing equations (70) and (71), A = 0.125, whence 
RR, = 1.0069, L'/L,, = 1.29. Alternatively 
using the curves in Fig. 6, o, 22 x 0i 
nepers/metre, Qst = 0.0601 neper, n/n. = 0.355 
whence A'/R, = 1.0068. Using equation (19), as 
2ar = 684 nepers, the correction for curvature is 
negligible, and Reu 36.9 ohms/kilomctre. 
From equation (21) L,, = 0.293 »H/kilometre. 
Thus the resistance added by the layer of tin is 
0.25 ohm/kilometre, and the internal inductance 
is increased by 0.09 uH /kilomctie. 

It will be seen from this example that the effect 
on the internal inductance is relatively large 
compared with the effect on the resistance. 
However, as the internal inductance is small 
compared with the total inductance of the usual 
coaxial pair, the inductance change is of less 
interest than the resistance change. 


Example 2 
A solid circular iron conductor coated with a 


NEW 


Terrestrial Radio Waves 


By H. BREMMER, 
Cleaver-Hume 
London, W.r. 


No treatise of the scope of the one under review has 
previouslv appeared, for it is based on the researches 
of its author originating in the classic papers written 
in collaboration with Dr. van der Pol. As it contains 
al the mathematical rigour associated with their 
solution of the spherical-earth problem, it inevitably 
makes ditticult reading. 

It wil appeal most to the mathematical physicist 
who can follow the general line of the analysis, but there 
are some sections of direct use to the engineer, in par- 
ticular the brief description of the forecasting of iono- 
spheric conditions and the curves of ground-wave and 
sky-wave field-strengths. The author has been at great 
pains to show the physical significance of the complicated 
mathematics and is to be commended for the clarity 
with which he has developed the subject and stated the 
fundamental ideas. 


Pp. 344 + x, with 9r illustrations. 
Press, Ltd., 42a, South Audley St., 
Price 36s. 
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Tron Lead | Tinning | Sea.water 
Alloy 
| 
| 8.3 10° 4-7 10 7.4 10° 4 
| Sav 100 I | I I 
9,800 1,300 1,030 L4 X TO? 
57,000 4,300 5,400 4 
copper sheath o.1 mm thick has an externa 


diameter of 1 mm ; to find the resistance and 
internal inductance at 1 Mc/s. We have x4, = 
1.53 nepers, 7/73 = 20.8, 0' 0.0374, and from 
equations (63) and (64), R'/R, = 0.921, L'/L, = 
0.907. Applying equations (r9) and (21), 22r = 
15.3 nepers, correction for curvature = 6.5% ; 
R, = 87.8 ohms/kilometre, Ls = 13.1 &H/kilo-, 
metre, whence R' = 80.9 ohms/kilometre, 
L' = 12.0 pH kilometre. This example is a case 
in which, due to the reflection effect mentioned 
above, the replacement of the interior of a solid 
copper conductor by iron causes a decrease in the 
effective resistance. 
REFERENCES 
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BOOKS 


In places, however, the adoption of a rigorous mathe- 
matical standard has obscured the essential physical 
simplicity of the argument. This is especially so in the 
discussion of the height-gain factor. Its initial form, 
independent of the order of the mode, appears as a result 
of a difficult mathematical manipulation, whereas it is à 
fundamental property of Fresnel reflection, as likewise 
is the nature of the forward component of field at the 
surface of an imperfectly conducting earth. 

Of special interest are the discussions on the transition 
from the Sommerfeld !lat-earth formula to the residue 
series in the diffraction region, and on the failure of a 
simple Huyghens treatment of diffraction round a 
perfectly - conducting flat screen to account tor the 
exponential attenuation with distance. One of the most 
useful features of the book is the erudite discussion of the 
eflects near caustics and foci, dealing with the field at 
the edge of the skip zone in skv-wave propagation and 
at the antipodes. 

The second part of the book takes account of an 
inhomogeneous but radially -symmetrical atmosphere 
including both the troposphere and the ionosphere. 
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It is nearly all original work done by the author during 
the war vears. though it naturally overlaps with similar 
work done in other countries. Here again manv familiar 
results could be more simply derived, but it is also here 
that such a treatment as the present is most needed. 
It is one of its greatest merits that by its rigidity it 
provides a final court of appeal in questioning the 
validity of many approximate methods. 

The final chapter on magneto-ionic theory is based 
almost entirelv on ray theorv with the help of the 
W.K.B. approximation ‘and serves as a salutary reminder 
ol the immense difficulties in the way of a full wave 
treatment taking account of the variations in the iono- 
sphere and in the direction of the magnetic field over 
the surface of the earth. Similarly, in the ground-wave 
theory the assumption of an ideal smooth homogeneous 
earth is in effect maintained, and no attack is made 
on the problem of transmission over composite land and 
sea paths apart from a passing reference to coastal 
refraction, 

The book is remarkably up-to-date and contains 
references to the work of most contemporary writers 
which has onlv been accessible to the author since the 
war. The printing is excellent, and only in one or two 
trivial instances does the grammar reveal that English 
is not the author's native tongue. 

Though it will probably have a verv limited number of 
readers "who can penctrate through the mathematics to 
its physical and engineering implications. this book will 
be a mine of information and an inspiration to the few 
to whom will fall the task of tackling the outstanding 
problems ol propagation theory. C M. 


An Introduction to the Laplace Transtormation 


By J. C. JAEGER. Pp. 132. Methuen « Co., 36, Essex 
St London, W.C.». Price 7s. 6d 


The book contains the substance ol a course of lectures 
delivered to engineers and physicists at the National 
Standards Laboratorv, Svdnev, in 1944 

Chapter 1 contains fundamental theorv and includes 
a table of the transforms of simple functions. The 
usefulness of the translorms in initial-value problems is 
pointed out. The technique for expressing a rational 
function in partial fractions is discussed in some detail. 
An interesting comparison with the ordinary method 
of solving linear difierential equations with constant 
coefficients, and with Heaviside’s operational method, 
is included. 

Chapter 2 deals with the fundamental equation of an 
LRC circuit and its solution, and with networks, circuits 
containing trodes operating on the linear portion of 
their characteristic and hiter circuits. Mechanical 
systems and their equivalent electrical networks, and 
servomechanisms, are also discussed. The solution of 
numerical equations and the behaviour o! a particular 
circuit containing variable parameters are considered 
in some detail; in this connection a recent paper bv 
Porter & Mackt should be noted. 

Chapter 3 states and explains general theorems, 
namely Heaviside’s shifting theorem, Heaviside’s series 
expansion, Thevenin’s theorem, Duhamel’s or the 
‘Superposition’ theorem, and the inversion theorem. 
The connection with Fourier’s integral theorem and 
Parseval's theorem is also discussed. 

Chapter 4 deals with the reduction of partial differ- 
ential equations to ordinary ones by means of Laplace 
transformations, and uniform, semi-infinite and finite 
transmission lines (including those with terminal 
impedances) are discussed in detail. A table of trans- 
forms of functions required for these problems is given 
on page 126. 
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The book contains as little theory as possible : 
it is, in fact, largely a collection of worked examples 
illustrating the methods of solution of the various types 
of problem commonly arising in circuit theory." Proofs 
of theorems have been omitted where they involve 
advanced pure mathematics, but limitations atiecting 
the practical use of the theorems are clearly stated. 
Examples for the reader are included. 

Only a few minor misprints can be found, such as one 
in equation (2.0) on p. 7, where the factor (a, + «, 4) in 
the denominator should read (a, — «,,,) In some 
equations, such as that preceding (11.3) on page 37, the 
alignment is unsatisfactory. These few misprints 
merely serve to emphasize the clear and concise presenta- 
tion of the subject as a whole. 

The Laplace transform is in essence a purely mathe 
matical device, but one capable of suggesting the solution 
to many practical problems. This book is very successful 
in showing how those whose interests are mainly practical 
can use the transform with advantage. 
|. W. H. 


“ New Methods for the Numerical Solution 
Mag.. May 1949, Vol. 40, No. 304, 


t A. Porter and C. Mack. 
of Algebraic Equations.” Phil. 
pp. 578-385. 


Studien über Impulsmodulation 

By WALTER BACHMANN. Pp. 69, with 48 illustrations. 
Verlag Leemann, Zürich. Price, 9 fr. (Swiss). 

This is a description of work done at the Institut 
für Hochfrequenztechnik of the Hochschule in Zürich. 
The first half is devoted to the theorv of the various 
methods of impulse modulation, and the second to their 
practical applications. Apparatus is described which 
was constructed and tested in the laboratorv, and 
the results obtained are discussed. The method adopted 
in the laboratorv was the position or phase modulation 
of the impulse, as this was considered the inost suitable 
for multi-channel operation. A bibliography of the 
subject is given 

G. W. O.H. 


Table for Use in the Addition of Complex Numbers 

By JORGEN RvBNER & K. STEENBERG SORENSEN 
Pp. 92 + xiv. In Danish and English. Jul. Gjellerups 
Forlag, Copenhagen. Price hr. 20. 

The table gives the modulus R to 5 places of decimals 
and amplitude x in degrees to 3 places of decimals of 
the complex number 


Rem 1 rel 
for oss and ox d<180", at intervals of 0.01 lor x 
and 1° for $4. 


By means of this table, the addition of two complex 
numbers in polar form can be períormed with con- 
siderablv fewer operations than are required for the 
normal reduction to Cartesian form and reconversion oí 
the result to polar form. Ii 

1 vyh, Sy ¥g@Ib2, — (Vi 79 Vg) 
we write 

a 2 yd (I + (Farieb: 60] 
and use the tables to reduce the contents of the square 
brackets to a single complex number. An introduction 
gives specific examples of the use o! the tables, and 
discusses probleins of interpolation in detail. 

As the polar form of a complex number is undoubtedly 
more convenient than the Cartesian for all operations 
of arithmetic except addition and subtraction, and is 
the form in which the significance of electrical quantities 
is most obvious, the tables are likelv to prove well worth 
the trouble of becoming accustomed to an indirect method 
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of attack upon what appears at first sight to be a 
problem too simple to require the help of tables. 
RoW. A, 


A Dictionary of Mathematics 
By €. H. McDowe tt, A.M.LC.E., F.R.G.S. Vol. II, 


pp. 03. Mathematical Dictionaries, 72, Victoria St., 
London, S.W.1. Price 5s. 


The Principles of Scientific Research 


By Patt FREEDMAN. Pp. 222 + x. 
& Co., Ltd., 19, Ludgate Hill, London, I:.C.4. 


Macdonald 
Price 15s 


Tables of Sines and Cosines to 15 Decima! Places at 
Hundredths of a Degree 

Pp. 95. National Bureau of Standards, U.S. Dept. of 
Commerce, Washington 25, D.C., U.S.A. Price 40c. 
(Postage + 334%). 


Electrical Standards tor Research and Industry 

This is a 204-page catalogue of the products of H. W. 
Sullivan, Ltd., Lea St., Peckham, London, S.E.15. It 
is a very full and detailed catalogue of high-precision 
measuring equipment and standards. Standard and 
secondary inductors, capacitors and resistors are 
included, as well as inductance and capacitance bridges. 

Wavemeters of both the absorption and self-oscillating 
types are listed in addition to audio- and carrier-frequency 
oscillators of precision types. 


Voltage Control with Variacs 

This 32-page catalogue (V-549), produced bv Claude 
Lyons, Ltd., 180, Tottenham Court Rd., London, W.r, 
contains details of the range of Variacs marketed by 
this firm. In addition, general information is given 
about the characteristics and applications of such 
variable transtormers. 


CORRESPONDENCE 


Letters to the Editor on technical subjects are always welcome. 


In publishing such communications 


the Editors do not necessarily endorse any technical or general statements which thev may contain. 


Valve Noise and Transit Time 


Sir,—In the May 1948 issue ol your journal, Campbell, 
Francis and James! criticized some conclusions reached 
by mein an article, " Fluctuations and Electron Inertia,’ 
which I wrote as long ago as 1941 in the Dutch journal 
Physica? 

First, Campbell, Francis and James criticize the formula 
I derived for the induced grid-current fluctuations in a 
pentode high-frequency amplifying valve? They state 
that the arguments by which I derive this formula are 
so condensed and employ conceptions so different from 
those they regard as significant that they are unable to 
determine how, i! at all, my physical assumptions differ 
from theirs. 

I must agree that my 1941 paper was written in a 
condensed form and I was about to produce a more 
detailed treatment when I became aware of E. J 
Schremp's interesting article on amplifier sensitivity, 
in which he arrives at my formulat; as he gives an 
extensive derivation ol this formula I consider it 
ij sufficient to refer to his article. 

Next, Campbell, Francis and James criticized the 
experinents which I carried out to test my formula. 
Thev remarked that the electrode configuration of the 
EF50 valve which I investigated diverges so widel- 
from plane parallelism that the theory is not applicable. 
The cathode is a circular cylinder ($1.30 mm) and the 
surrounding grid is of rhombic form. However, as most 
of the current passes through the grid at the points where 
it is nearest to the cathode (about 0.16 mm) it is, in 
mv opinion, quite correct to suppose that a plane parallel 
configuration is a good approximation. 

Consequently, I consider that my measurements are a 
convincing proof of the correctness of my theory. Iam 
glad to note that Dr. Stumpers, who has repeated my 
early measurements and extended them considerablv, 
comes to the same conclusion. (See followi g letter to 
the Editor). 

The criticism ol Francis, Campbell and James as to the 
correctness of mv measurements was strongly supported 
by Houlding in a letter in the November 1948 issue of 
Wireless Engineer? He considers that 1 made a serious 
mistake by neglecting the background fluctuations due 
to the receiver, and I must agree that iny paper was not 
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completely clear in this respect. However, in a private 
correspondence with Mr. Houlding, I have explained 
my method oí measurement and he has expressed his 
satisfaction with it. 

He has, however, drawn attention to a slight correction 
needed in my measurements to allow for the etiective 
elimination of input conductance as well as induced grid 
noise when the test valve is biased back. As Dr. Stum 
pers has used the same procedure as I did and proved 
again that the correction is negligible, I need not refer 
to it here 
Zceman-Laboratorium, 

Amsterdam University, Holland. 


C. J. BAKKER. 


REFERENCES 

| N. R. Campbell, V. J. Francis and E. G. James, Wireless Engineer, 
Vol. 25, pp. 145, 1948. 

2 C. J. Bakker, Physica, Vol. 8, p. 23, 1941. 

5 Also, North and Ferris, Proc. inst. Radio Engrs, Vol. 29, p. 49, 1941, 
derived the same formula 

4 Vacuum Tube Amplifiers,” Vol. 18. M.LT. Radiation Laboratory 
Series, p. 568. McGraw-Hill. 


* N. Houlding. Wireless Engineer, Vo!. 25, p. 272, 1945. 


Measurements of Induced Grid Noise 


Sig,—In view of N. Houlding's criticism ol the 
measurements ol induced grid noise bv Prot. Bakker, it 
may be worthwhile to give a summary of some further 
experimental results. Since Prof. Bakker's original 
publication? may not be known to your readers, we shall 
first discuss the procedure. The schematic arrangement 
is given in the figure. The amplifier output is measured 
by means of a thermocouple connected to a galvano- 
meter. The linearity of the amplifier is tested by 
variation of the diode current. 

First the test valve is completely cut oft and no diode 
current flows. The resonant circuit is detuned or short- 
circuited. The galvanometer current is /). 

Then the LC circuit is tuned, and the maximum 
galvanometer current is Ip. 

Now we apply a diode current 7, in order to reach a 
galvanometer current 7, 2a — Jy. 

The test valve is given a negative voltage correspond- 
ing to the condition in which we wish to measure it, and 
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the tuned circuit is brought into resonance again. No 
diode current flows and the galvanometer current is /,. 

By means of a diode current 7, an output current /5 
2I, — J, is reached. 

If we introduce ip — ig — i, it can be shown that the 
induced grid noise in a frequency interval 4v is given 
to a first approximation by 

4? — 261p Av. 
Prot. Bakker has remarked 
necessarv to subtract a term 
4k&TR, 2 Gy? Av. 
from the right-hand member, but he has also shown 
that for the frequencies he used, the correction was 
negligible. 


TEST VALVE 
+ 


that theoretically it is 


AMPLIFIER 


IF 


Mr. Houlding has drawn attention to another correc- 
tion term to be subtracted from the right-hand side in 
the above formula ; viz., 


SIT RIS Gor (Gist Gedy 


equivalent (triode) noise resistance of valve ; 

Gy input conductance due to cathode-lead 
inductance ; 

Ge test-valve input conductance as a transit- 
time eltect. 

The suffix r relers to the first amplifier valve, and the 
suffix 2 to the test valve. 

In the earlier experiments it was shown that a sub- 
stantial increase in Go has no appreciable influence on 
the noise measurement. Moreover, in so far as this 
correction-term depends on the input-valve, only the 
product L,C,, is of importance and not the trans- 
conductance. For this reason the acorn valve 4672 
(as used bv Bakker above 30 Mc/s), the EF51 and 6AK5 
(both with two cathode leads) tend to make the correction 
small. A calculation has confirmed that in the region 
20-100 Mc/s this term remains within 1% of the experi- 
mental value for the 6AK5. For this valve we found 


at 50 Mc/s : 
la — 15m; Sm = 5-5 MA/V; iy = 4834^; 
rs 18.7 IO^$ mho; 
Gi, 7.6 x ro 8 mho. 
1% 5 MA Em 4.0 mVV; ty 3.524^ ; 
G+ 13.0 to ? mho ; 
G) 5.6 10 $ mho. 


For the calculation of G, we used Bakker's formula 
$2 — I3 4ATQG. Av 
The total conductance is measured by the width of 
the resonant circuit and by subtraction we get Gy - 
Since G}, is defined by the equation 
Cy £ yo? L no 
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and C,, can be measured, we have an indirect determina- 
tion of L}. We used it to check the formula. From the 
above values we calculated for the 6A 5 a cathode-lead 
inductance oí 0.4 10 * H, in agreement with a value 
obtained bv Mr. van Hofweegen of this laboratory bv 
determining the cathode-grid resonance. (The two 
cathode-leads were used in parallel.) 

For the measurements with the EF51 input valve the 
correction is somewhat larger. The experimental points 
straying 5% about the line of best fit, this is hardly 


noticeable. In this way we got the following results for 
an EF42 at 50 Mc/s 

T to mA f 9.0 mAÀ/V; ip 25.65u.N ; 
G= ITS 10 " mho; Gr = 99.0 10-6 mho. 

20 5 mA; ie 6.0 mÀ/V ; ip Ig.44X ; 
G; 70 10 5 mho ; Gy — 67 10 ^8 mho. 

T MA ee 5.3 nA/V ; ip 8.65 wi; 
Gr = 55 10-6 mho: Gy = 33 10 8 mho. 


From this we calculated a cathode-lead inductance oi 
I.5 10 5 to 1.6 10 5 H. This value was confirmed 
by resonance methods. For an EF42 with shortened 
cathode-leads we got 


15 LOMAS ees iomA/V > iy 28.54^ 
G; 110 1075 mho ; Gi — 39 10 ë mho 

Ts So mw9- s 0.53 MA/V ; ip 26.24 A 
Gy IO! 10 9 mho ; Gy 56 x 10 9 mho. 

"e 5 mA; "23 8 mA/V ; ip 2044 ; 
Gr 77 e LOSS thin Gry 56 1079 mho. The 
values of the cathode-lead inductance are 0.75 10.8 to 


0.93 x 10°8 H. The first value is confirmed by 
resonance. 

In the region 20-100 Mc/s our measurements are thus 
in satisfactory agreement with Bakker's theory. 

\ fuller account of these and other measurements will 
be published in Philips Research Reports. 

F. L. H. M. Stumpsrs. 
Philips Research Laboratories, 


Eindhoven, Holland. 


REFERENCE 
' C. J. Bakker: “Fluctuations and Electron Inertia,” Physica, Vol. 8 
p. 23—43. 194r. 


Transit-Time Effects in U.H.F. Valves 


Sir—Dr. Diemer and Dr. Knol of the Philips 
Research Laboratories, Eindhoven, have been kind 
enough to point out to me an error in my paper with 
the above title which appeared in the June issue of 
Wireless Engineer. Owing to a slip in mv algebra, the 
equation in the appendix 


dx dt 20 X 242 X2 
I ; "mer Nem zi 
should have read 
dx dt 


AV T (a 
1 2a =e (v P 
vo 82 6? 

This considerably simplifies the expression for 
making it, in fact, F(8). 

Consequentlv, wherever in the article /(0) appears, it 
Should be replaced by F(8), and the curve of Fig. 6 
should be disregarded. The important features of 
equation (16) are unaltered. The maximum conductance 
varies inversely with the square of the repelling voltage, 
and directly with the total emission, 

I much regret that the earlier work of the Philips 
group,’ establishing the rsistance of the non-conducting 
diode, had escaped my notice. The matter has becn 
taken a stage further recently by Begovich?. 

J. THomson. 


f(8), 


Greenwich. 


1 Physica, Vol. LL p. 683 and Vol. V. p. 325. 
2 J. App. Phys.. Vol. 20, p. 457 (1949). 
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WIRELESS PATENTS 


A Summary of Recently Accepted Specifications 


The following abstracts ave prepared, with the permission of the Controller of H.M. Stationery Office, from 
Specifications obtainable at the Patent Office, 25. Southampton Buildings, London, W.C.2, price 2/- each. 


ACOUSTICS AND AUDIO-FREQUENCY CIRCUITS 
AND APPARATUS 
609 309. —Microphonic system, including a contract 
compression amplifier, and a cathode-ray indicator, for 
analyzing and controlling the detonation conditions in 
au internal-combustion engine 
Sperry Gvroscope Co. Inc. 
22nd March, 1944. 
609 541.—A.F. amplifier having a volume control in 
the grid-cathode circuit which is arranged to apply 
negative reaction so that the lower notes are attenuated 
less than the higher notes, as the volume is reduced. 
Philips Lamps, Ltd. Convention date (Netherlands) 
29ih July, t941. 
611 330.—Two-valve circuit lor stabilizing the operation 
of a compression-and-expansion type of a.f. amplifier. 
Svenska Akt. Gasaccumulatov. Convention date 
(Sweden) 28th October, 1944. 


DIRECTIONAL AND NAVIGATIONAL SYSTEMS 


609 813. Automatic frequency-control for stabilizing 
the local oscillator of a pulsed radiolocation receiver, 
and a gate circuit to exclude interlering signals. 

Sperry Gyroscope Co. Inc. Convention date (U.S.A.) 
7th April, 1944. 

610 465. —Rotary switch of the capacitance type for con- 
trolling the cyclic transmission of short-wave signals 
irom a radio beacon. 

Standard Telephones and Cables Ltd. 
FE. J. Lundberg), Convention date (U.S.4.) 9th April 
1945- 
6ro 551.—Navigational system in which the position 
of a moving craft is continuously shown on a cathode- 
ray indicator by periodic pulsed signals of relaxation, 
as distinct from sinusoidal, type. 

Sadir-Car pentier. Convention 
March, 1945. 

610 866.— Direction finder in which a pentode valve 
with a phase-shilting network serves to offset the 
‘vertical eltect ' of a loop aerial. 

Philips Lamps Ltd. | Convention 
20th November 1041. 
oro 054. Visual indicator for the dot-dash signals 
of a directional system of the overlapping-beam or 
equi-signal type. 

The Decca Record Co. Ltd. amd W. J. O’Brien. Appli- 
cation date 15th April, 1946. 

61: 568.—Stabilizing-circuit for a pulse modulator, 
say for radiolocation equipment installed in aircraft, 
where the primary voltage source is liable to tluctuatc. 

Standard Telephones and Cables Ltd. (assignees of 
D. D. Grieg). Convention date (U.S.A.) 19th May, 1944. 


RECEIVING CIRCUITS AND APPARATUS 
(See also under Tel?viston) 
609 228.— Switching system for the remote control of a 
radio receiver from a number of spaced points, wherein 
exclusive control is given to the point first operated. 
Collins Radio Co. Convention date (1.5...) 12th 
January, 1945. 


Convention date (U.S.A.) 


date (France) 20th 


date (Netherlands) 
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609 496.—Pentagrid circuit of the ' locked-in oscillator ' 
type for receiving frequency-modulated signals, wherein 
a network of given time-constant is used to increase 
the normal range of operation. 

Marconi's W.T Co. Ltd. (assignees of M. S. Corrington). 
Convention date (U.S.A.) 14th November, 1944. 


609 520.—Receiver for frequencv-modulated signals, 
wherein the discriminator circuits are off-tuned to 
different harmonies of the carrier, so that their response 
curves do not overlap. 

Mayrconi's W. T. Co. Lid. (assignees of M. G. Crosby). 
Convention date (U.S.A.) ;th March, 1945. 


610 119. —Bracket for mounting a radio set in a motor- 
car comprising a fixed baseplate supporting two parallel 
arms for carrving the set and allowing it to be moved 
relatively to the baseplate. 

Transreceivers Lid. and L. W. Hermes. 
date 26th March. 1946. 


Application 


611 078. —Receiver for [requency-modulated signals, 
wherein an oscillator valve is synchronized with the 
incoming carrier wave, to facilitate the correct tuning 
of the set. 

Philco Radio and Television Corporation (assignees of 
D. B. Smith). Convention date (U.S.A.) 28th February, 


I945. 

Orr 203.— Receiver provided with a suppressor circuit 
which is automatically cut-out on the receipt of a 
carrier wave, or of an S.O.S. or other characteristic 


calling-signal. 
The British Thonison-Houston Co. 
date (U.S.A.) 25th April 1945. 


611 335. — Receiver for írequency-modulated signals in 
which a squelch-tube circuit is provided to facilitate 
tuning, and to reduce inter-channel noise. 

Radio Corporation of America (assignees of W. Lav. 
Carlson). Convention date (U.S.A.) 27th April, 1945. 


Lid. Convention 


611 564.—Receiver for frequency-modulated signals 
in which a locked-in oscillator is automatically con- 
trolled in order to reduce common-channel interference, 

Marco's W. T. Co. Ltd. (assignees of W. F. Sands). 
Convention date (U.S.4.) 2nd May, 1945. 


611 631.—djusting-whecl, of the projecting-periphery 
type, and snap-action switching device, lor setting a 
clock-controlled radio receiver. 

The British Vacuum Cleaner and Engineering Co. 
Lid. and H. O. Hamilton. Application dates 19th March 
and oth May, 1946. 


611 7or.—Push-pull mixing circuit for centimetre 
waves, in which input and output damping is reduced 
by using a valve comprising two separate triodes and a 
double diode. 

Philips Lamps Ltd. 
30th May, 1940. 


Convention date (Netherlands) 


611 841.—Utilizing the inherent valve noise lor auto- 
matically muting the loudspeaker of a set, in the absence 
of an incoming signal. 

The General Electric Co. Ltd., L. C. Stenning and A. J. 
Bayliss. Application date 10th Mav, 1940. 
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TELEVISION CIRCUITS AND APPARATUS 
For TRANSMISSION AND RECEPTION 

609 755- Television receiver including  gain-control 
means for regulating background contrast, an energy- 
storing circuit, and a limiter device for suppressing 
interference. 

Marconi's W.T. Co. Lid. (assignees of A. C. Schroeder). 
Convention date (U.S.A.) 12th March, 1945. 


609 839.— Television receiver with a safety device for 
de-focusing the electron stream in the event of failure of 
one or both of the scanning oscillations. 

a. C. Cossor Ltd., A. H. A. Wynn, and M. Franco. 
Application date 7th March, 1940. 


610 288..-Automatically controlling the grid bias in 
accordance with the average illumination, in television 
caméras using a low-velocity scanning beam. 

Marconis W.T. Co. Lid. (assignees of R. R. Thalmer). 
Convention date (U.S.A.) gth January, 1945. 


610 528. Selective svstem of remote control based on 
the television of predetermined code symbols, and the 
use of corresponding and adjustable photo-clectric 
targets at the recciving end. 

H.W. K. Jennings (communicated by J. H. Homrighous). 
Application date 30th August, 1945. 


610 884.— Optical system for ensuring optimum illumina- 
tion, with correct progressive displacement, when 
scanning a cinema film for television. 

The General Electric Co. Ltd. and D. C. Espley. 
Application date 17th April, 1940. 


610 977.— Combined transmitter and receiver installation 
with automatic waveguide switching-circuits, for the 
two-way relaying of television or other signals. 

Cinema-Television Ltd., M. Morgan aud G. E. G. 
Graham. Application date 18th April, 1940. 


611r 222. —Regulating the background or overall intensity 
oi illumination in a television camera of the Orthicon 
tvpe using a low-velocitv scanning beam. 

Cie pour la Fabrication des Compteurs et Materiels d’ 
Usines à Gaz. Convention dates (France). 8th and 21st 
June, 1944. 


611 751.—-Circuit for generating impulses that are timed 
to coincide with the duration of an integral number of 
subordinate impulses, sav for [raming in television. 

E. L. C. White and E. A. Newman. Application date 
20th April, 1946. 


612 376.—Method of mounting and intercoupling the 
viewing screen and associated reflector in the cabinet 
ol a television receiver. 

Marcom’s W.T. Co. Lid. (assignees of G. M. Daly). 
Convention date (U.S.4.) 23d May. 1045. 


TRANSMITTING CIRCUITS AND APPARATUS 
(See also under Television) 


609 748.—Modulating system wherein the original 
signalis variably clipped to decrease the ratio of peak-to- 
average voltage, and is selectively attenuated to accen- 
tuate the higher frequencies. 

Marconi's W.T. Co. Ltd. (assignees of E. R. Shenk). 
Convention dale (U.S.A.), 29th April, 1944. 


609 801.— Half-wave Lecher-wire circuit for preventing 
parasitic oscillations in a neutralized push-pull amplifier 
operating at a high level of power. 

Philips Lamps Lid. Convention 
3oth June, 1041. 


date (Netherlands) 
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609 970.—Two-valve circuit arrangement, simulating a 
straight-line reactance, applicable to phase or frequency 
modulation. 

Philips Lamps Lid. 
17th September, 1941. 
610 399.—FPrequency-changing circuit, comprising at 
least two mixing-stages coupled in cascade, tor controlling 
the svnchronous operation of broadcasting stations 
using the same wavelength. Divided from 610 532.| 

The General Electric Co. Lid. and L. C. Stenning. 
A pplication date 12th October, 1945. 


Convention date (Netherlands) 


611 083.—Unmanned relay station, with a local step-by- 
step frequency control, for connecting any one of a 
number of signalling channels to a sclected channel. 
Marcom’s W.T. Co. Ltd. (assignees of R. W. Buinstead). 
Convention dale (U.S.A.) 18th January, 1044. 


611 639.— Testing the circuit parameters of an unmanned 
relay station. by the cyclic transmission of selected 
supervisory signals from a remote point. 
Cinema-Television ltd., G. E. G. Grahan 
Morgan. Application date 30th April, 19406. 


and M. 


Orr 931. Modulating the amplitude of centimetre waves 
by varying the transmission coefficient of a waveguide 
through which thev are travelling. 

Cie Generale de Telegraphi? Sans Fil. 
(France) 6th February, 1945. 


SIGNALLING SYSTEMS OF DISTINCTIVE TYPE 
609 ;89.—Multiplex system of pulsed signalling, in 
which provision is made for broadening the normal width 
of selected channels for messages demanding high 
fidelity. 

Standard Telephones and Cables Ltd. (assignees of 
E. Labin aud D. D. Grieg). Convention date (U.S.d.), 
and April, 1945 


610653. Cutting out extraneous noise in the time 
intervals of a pulsed-signalling system using phase or 
frequency modulation. 

Standard Telephones and Cables ltd. (assignees of 
E. Labin aud D. D. Grieg). Convention date (U.S.A.) rth 
April, 1945 
610 77;4.—Minimizing cross-talk interference in a multi- 
plex systein of pulsed signalling bv suitablv interleaving 
the sequence of pulsed trains. 

Standard Telephones and Cables Lid.. P. K. Chatterjea 
and A. H. Reeves. Application date 16th. April, 19406. 


SUBSIDIARY APPARATUS AND MATERIALS 
609 824.—— The use of a ' voltage-sensitive ^ capacitor, 
having a ceramic dielectric made of a mixture of titanium 
and alkaline-carth compounds, in a variety of tuned 
circuits for the purpose of automatic frequency control. 

P. R. Coursey, L. J. Snell, Steatite and Porcelain Pro- 
ducts Ltd., and Dubilter Condenser Co. (1025) Lid. Appli- 
cation date 2nd October, 1945. 


Convention date 


610 024.—Device for measuring ultra-high-trequency 
Belds comprising an evacuated bulb containing a dipole 
pick-up and a thermocouple located at a current loop 
and connected to an external meter. 

Philco Radio and Television Corporation (assignees of 

W. E. Bradley). Convention date (U.S.A.) 31st December, 
1943. 
612 316. -—Electro-mechanical arrangement tor auto- 
matically tuning a circuit to an applied írequen-y, 
through a motor-driven capacitor and two interlockea 
control relays. 

The General Electric Co. Ltd. and E. P. 
Application date 18th July, 1945. 


Fairbairn. 
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